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Running Casing 


Running casing is considered as 
perhaps one of the most hazardous 
operations connected with the drill- 
ing of oil wells. 

There are too many “ifs” to actu- 
ally pinpoint any of the various op- 
erations while running casing that 
could go wrong. The success of a 
well from estart to completion per- 
haps depends more on the casing 
and its being landed safely on bot- 
tom that any other phase of the 
completion. When it is taken into 
consideration, the pressures en- 
countered and the present extreme 
depth to which wells are being 
drilled at the present time; also the 
cost of the actual drilling operation 
or a redrilling operation necessitated 
by a casing failure, you gentlemen 
can readily appreciate the extra pre- 
cautions that are taken during a cas- 
ing job. 

The safe handling of casing can 
be divided into the five following 
operations: 

(1) Unloading and inspection of 

casing. 

(2) Storage of casing at the drill- 
ing well. 

(3) Handling of casing by well 
crew preparatory to running 
the casing. 

(4) The actual running of casing 
into the completed hole. 

(5) The cementing and landing 
operation of the casing. 


Unloading and Inspection 
of Casing 
The casing is received at our 
storehouse yard in the gondola 
type railroad car. Before any un- 
loading operations are started, safe- 
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ty platforms are mounted at each 
end of the car. These platforms 
necessarily are of a skeleton nature 
to facilitate the escape of employees 
standing on the platform in case of 
any unforeseen happening, such as 
a broken hoist cable or misjudg- 
ment of a crane operator. 

Whenever possible, employees ex- 
perienced in the loading and un- 
loading of casing are used in this 
part of the operation. Regardless of 
their experience, the employees are 
briefed as to the dangers of handl- 
ing and unloading of casing each 
time a shipment is received. 

The casing is then trucked to a 
service company for inspection. 
Each joint of casing and the threads 
are thoroughly checked. Those 
showing defects are then eliminated. 
Bad threads or defective joints can 
be the difference between success 
and failure to land a string of casing 
at the designated depth. Again em- 
phasizing that every effort is being 
made for the safe handling and elim- 
ination of the unforeseen factors 
that cause unnecessary delay. 


Storage of Casing at the 
Drilling Well 
The casing is then transported by 
truck to the desired location several 
days prior to its requirement. The 
casing rack adjacent to the drilling 
rig is utilized for storage. 
Several methods are available for 
stacking the casing. The use of a 
crane has been found to be the most 


satisfactory. The casing is lifted 
into position, as each tier is com- 
pleted, stripping is placed on this 
tier for a succeeding tier. The tier 
completed is then effectively blocked 
to prevent any movement. This is 
very important as there is consider- 
able vibration connected with the 
actual drilling operation. 

There is nothing more dangerous 
than casing that is moving out of 
control. Casing depending on the 
size will average from twenty-six 
to sixty pounds per foot. 

Now assuming there is six thou- 
sand feet of stacked 11-3/4” casing. 
This will average approximately 
360,000 pounds or one hundred and 
eighty tons. The Diesel freight type 


‘locomotive with one unit has a 


weight of approximately 390,000 
pounds or one-hundred and eighty- 
five tons. 


The comparison will give you an 
idea as to comparative weights; 
keeping in mind that the diesel en- 
gine and one unit weighs ten thou- 
sand pounds or five tons MORE than 
the string of stacked casing. 


Now, gentlemen, try to visualize 
this locomotive moving out of con- 
trol. Then you can readily appre- 
ciate the concern that is felt with re- 
gards to the proper stacking of cas- 
ing. There is also the cost factor to 
be taken into consideration. N-80 
sixty pound 11-3/4” casing will cost 
approximately $6.65 a foot, give or 
take a few cents either way. This 
will make the cost of the above 
mentioned string of six thousand 
feet of 11-3/4” casing approximately 
forty thousand dollars. 
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Handling of Casing by Well Crew 
Preparatory to Running of Casing 
When the time comes to run cas- 
ing, every necessary precaution is 
taken to assure a smooth operation 
and the landing of the casing at the 
designated depth. This is doubly 
necessary as the casing will be 
blocking off unwanted water sands, 
and as a hole protection for further 
development or completion. 

This single phase of the casing 
operation is perhaps the most dan- 
gerous. More personnel are involved 
with the movement of casing than 
at any other time. 

Personnel from the wellpulling 
crews assist in lowering the stacked 
casing onto the pipe rack walk. In 
turn, the casing is measured, the 
thread protectors are loosened and 
the casing is moved forward to the 
derrick ramp for the drilling crew. 
The above personnel are selected for 
their experience and ability. Regard- 
less of their experience, they are 
briefed thoroughly with reference to 
the dangers that can be encountered 
and the team work that is expected 
to make for a smooth operation. 


The Actual Running of the Casing 
Into the Completed Hole 

This phase of the operation is the 
responsibility of the drilling crew. 
Again it is necessary for smooth 
continuous operation with the min- 
imum of delay between picking up 
the joints of casing and joining them 


together for insertion into the hole. 
The drilling line is replaced with a 
new line. Ten lines are used instead 
of the customary eight lines that 
were used during drilling operations. 

The wood stabbing boards used by 
the derrickman have been aban- 
doned. This type of stabbing board 
has been found to be impractical for 
several reasons. There is a constant 
danger of breakage. Also, the larger 
type derrick that is now in use has 
a span of approximately twenty- 
seven feet. 

The stabbing boards that are in 
present use are constructed of pipe 
and expanded metal. The pipe frame 
of the stabbing board is well braced. 
This is for added strength and to 
prevent the minimum of movement. 
The stabbing board is fastened at 
each end to the derrick girts with 
safety lines to prevent accidental 
dislodgement. Safety lines are in- 
stalled in front of the boards. Safety 
belts are supplied for all personnel 
who ‘are working above the floor 
level and must be worn. 

The slip-type elevator is used to 
lower the casing into the hole. The 
casing in turn is held by the slip type 
spider. Both of these pieces of equip- 
ment have aided materially in the re- 
duction of accidents. One man only 
is required to set the slip type 
spider. 

The single joint type elevator with 
a wire line sling is used to pick up 





the joints of casing, preparator: to 
running into the hole. Rope is elim- 
inated wherever it is possible for «ny 
type lifting operations of casing, 
When it is at all possible the power 
type tongs are used to make up the 
casing. 

The above mentioned equipment 
has aided materially in the reduc- 
tion of accidents. In addition, this 
equipment has been instrumental in 
reducing the time element required 
for a casing job. 


The Cementing and Landing 
Operation of the Casing 

The cementing operation is the 
responsibility of one of several serv- 
ice companies that offer this type of 
service. 

After the required number of 
joints of casing have been run in the 
hole, the cementing operation is 
started. Again, the cementing com- 
panies’ personnel are a highly 
trained selected group that have the 
ability to operate with a minimum 
of delay. 

The factor of the present type of 
equipment mentioned, plus the abil- 
ity of the various groups of person- 
nel to integrate and work as a unit, 
added together create the smooth 
continuous operation that is so nec- 
essary for a successful casing job. 


Talk given before Oil Industry 
Regional Safety Conference in Santa 
Barbara, Calif., December 1 and 2, 
1954. 





Why We Believe in Safety 


I was gratified when I learned 
that this subject had been assigned 
to me for development and presenta- 
tion here today. Can you imagine 
an easier question to answer? When 
you were in school, did you ever 
have such a simple and straight- 
forward subject presented to you for 
answer and discussion ? 

In plain language, everyone here 
believes in safety, whether you rea- 
lize it or not. If you had not be- 
lieved in safety, you would not have 
lived long enough to have attended 
this Conference. You believe in safe- 
ty because it is associated with the 
instinct of self-preservation. You 
need not be a social scientist to 
know that self-preservation is one of 
the very strongest instincts of man. 
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Every act of our conscious existence 
contains in its planning and its execu- 
tion, elements of this instinct. The 
sane and healthy human being does not 
deliberately act in such a way as 
to threaten injury or death to him- 
self. There are many mysteries as- 
sociated with the past and the fu- 
ture, but this much is certain; the 
normal and rational human being 
wants to live out a normal life span 
and he wants this experience to be 
free of personal pain and suffering 
resulting from accidents. 


If there is no dissent to the as- 
sumptions I have made to this point, 
then we have a very large and a 
very important area of agreement. 
We may say that we are fortunate 
because we do not have to convert 
anyone to a belief in the need for, and 
desirability of, safe action as a sound 
element of personal behavior. 


With this premise in mind, one of 
two attitudes could very easily de- 
velop. I could relax in the conclu- 
sion that nothing more need be, or 
indeed could be, said about the sub- 
ject of safety. I could sit down and 
listen to the rest of the program. On 
the other hand, and more likely, I 
could develop a feeling of confu- 
sion and frustration. If our assump- 
tion that there is universal agree- 
ment on the matter of our desire 
for a long life, free of personal pain 
and suffering resulting from acci- 


CALIFORNIA OIL WORLD 

















* to 
‘im- 


ny 
ing, 
er 


ithe 


ent 
UC- 
L3 

PLUS 
| in 
red 


the 
>rv- 


of 


im 


of 


il- 

















Model’390 Well Fg 


stationed | 


for 


4 Se 
OF at 
PTS agen 


_..the GROVE Model 390 Aut 


For dependable protection against dangerous well 
head conditions, install the Grove Model 390 Sys- 
tems, designed for automatic shut-off in the event of 
line breakage, freezing or failure of other equip- 
ment. Universal in pressure range, any Model 390 
System can be preset for overpressure or under- 
pressure shut-off from 50 to 6000 p.s.i., and will 
operate as often as needed—ten times a day or once 
in a lifetime. Resetting can be manual or automatic; 
adjustment changes or testing require no main line 
bypass and are quickly and easily accomplished 
without removal from the line. 


Both main and pilot valves contain large powerful 
diaphragms, and utilize the patented Grove Air 
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any installation 





atic Shut-Off Systems 


Dome principle. There are no springs to set—the 
Grove Air Loading feature makes setting as easy as 
reading a gauge. Elimination of pistons and piston 
packing gives a dead tight seal with no chance of 
corrosion or sticking. 





The outstanding qualities of the Grove Air Dome 
design have been proved in over a quarter-million 
installations. Now, for Well Head Protection, Grove 
offers the safest, surest shut-off available. To prevent 
waste—to safeguard expensive equipment—and to 
cut down maintenance, contact the nearest Grove 
office today ... ask for full details on the Model 390 
Well Head Protection Systems. 


GROVE VALVE and REGULATOR COMPANY ° 65th & Hollis Sts., Oakland 8, California 
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Here’s GROVE Air Dome Dependability —in well head protection 
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- wiv do we pro- 
.» th’, ss in wa,’s which are 
‘sistent with this desire? 
ray mind, this brings us face 
te ce with reality. In looking for 
an ers to this question, perhaps we 
cat. break our problem down into 
sone specific elements or phases, 
then we will be in a position to talk 
about action which we may take 
with respect to each one in turn. 

At this point let’s try to set down 
some of ‘he causes or contributing 
factors, some of which seem to be in 
every si‘uation somewhat between 
the idezi of accident free life, and 
life as vve know it. 

Ignorance 
Laziness 
Selfishness 
Risk taking 
Poor evaluation 
Timidity 

think we might turn up some 
in eresting observations if we think 
a ittle about each one of these fac- 
to.s, in turn. 

Ignorance 

First, I think you will agree with 
me that absolute and unqualified ig- 
norance of the underlying factors 
and forces involved in any particu- 
lar accident is a rather rare charac- 
teristic. Most of us learned at a 
very early age that two bodies can- 
not occupy the same space at the 
same time. We know that fire and 
water are wonderful servants, but 
terrible masters. We know the dan- 
ger of an insufficiency of life-giving 
elements supplied by nature, likewise 
the ill effects of too much of these 
same elements. Many other ex- 
amples will occur to you. We learned 
these things from our mothers and 
fathers, from our associates, and if 
still not convinced, by the hard 
school of personal experimentation. 
It would be a misstatement, how- 
ever, to say that everyone arrives 
at the age of accountability with a 
full personal knowledge of the basic 
physical laws which apply to our daily 
lives and which must not be violated if 
we are to enjoy the benefits of a safe 
experience through life. 


AW PWN 


Laziness 
Many accidents contain good il- 
lustrations of laziness in application 
of knowledge. The individual in- 
volved had a good understanding of 
the relevant facts but he took the 
line of least resistance, did nothing 
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at all, or waited too long before tak- 
ing action, and a preventable acci- 
dent developed out of his lack of 
positive action. 
Selfishness 

When we start talking about the 
element of selfishness in accidents, 
we really are getting into tough ter- 
ritory. This characteristic is de- 
fined as undue regard for one’s own 
interest, with too little regard for 
others. There are degrees and shad- 
ings, but even a little of this is often 
enough to contribute heavily to the 
development of an accident. 
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Risk Taking 

We read a good deal in the fi- 
nancial news about the merits of 
risk taking, and the need for en- 
couragement to business men in this 
area. A careful analysis of many 
accidents would lead us to the con- 
clusion that too many people can- 
not differentiate betweent risk tak- 
ing which involves inanimate, re- 
placeable matter, and risk taking 
which involves life and limb which, 
when lost, are irrecoverable and ir- 
replaceable. We do, however, have 
to face up to the fact that the human 
being derives a certain amount of 
stimulation and exhilaration out of 
challenging and conquering physical 
risks. 


™ 


Poor Evaluation 

When I mentioned poor evalua- 
tion above, I meant the poor judg- 
ment exercised by the individual in 
evaluating the severity of the risk. 
This deficiency leads inevitably to 
inadequate or misdirected effort. 
This is a close relative of ignorance. 

Timidity 

Timidity is so very common 
among those who have just crossed 
the line between non-supervisory 
and supervisory jobs. There seems 
to be a tendency toward greater 
timidity respecting safety than ap- 
plies to other phases of job execu- 
tion. The individual knows the facts, 
but he hesitates to apply his knowl- 


edge to the correction of condi: ons 
which are leading up to an accic =nt, 

For example, the new fore: :an 
has just been promoted from he 
ranks. He feels fine about the ; -o- 
motion. His mind is stimulated, is 
alertness is on edge, and he det :ts 
an unsafe situation involving one or 
more of his crew. What action dies 
he take? If he has a perfect und =r- 
standing of his responsibilities, he 
takes correct action and sets ihe 
work situation straight. He miy, 
however, take no action and to hiim- 
self he excuses lack of action on the 
theory that his former pals will feel 
he is throwing his authority around. 
This may be true, but he will wake 
up some day and decide it would 
have been better to have faced this 
feeling, than have to face the wife 
or widow of his crew member and 
give her the sad news. 

I have talked at some length 
about six characteristics; ignorance, 
laziness, selfishness, risk taking, 
poor evaluation and timidity. They 
deserve this attention because they 
constitute some of the toughest ele- 
ments to be overcome in our safety 
programs. Any successful safety 
program will have to recognize their 
existence and will have to include 
measures designed to overcome them 
and to eliminate them as causes of 
accidents. 

The formulation of a program to 
accomplish safety in a business or- 
ganization does not involve steps 
which are different from those we 
follow in arriving at any other busi- 
ness decision. First we need all the 
facts we can get, and we will weigh 
and evaluate these facts. In these 
two steps, we will use some time- 
tested psychology; we will bring 
everyone into the act who can pos- 
sibly contribute anything to the ac- 
complishment of our objective. This 
device seems especially effective and 
necessary with respect to safety. We 
will put our Conference members at 
ease, in order to bring out full dis- 
cussion of fact and opinion by every 
person present. If we are success- 
ful in this plan, we will have created 
a feeling of “participation.” The pro- 
gram will have originated in the 
minds of those who are to be af- 
fected by its application rather than 
in the mind of some “expert” from 
the ivory tower. 


The following step is to come to 
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wis you hear a Waukesha revving 
it up, you know it’s the sound of a beau- 
tiful engine. The rhythm tells you. The smooth- 
ness tells you. At once you’re aware that here 
is an engine with power, an engine that speaks 
with authority. 

Out in the field, the Waukesha name means a 
lot. It means such dependable performance that 
Waukesha engines seldom need attention. They 
never ask to be pampered. Even when you aren’t 
around, they do their job. As somebody told us 
once, they like to be alone. 

On the Coast it’s easy to get these precision- 
built engines through Bethlehem Supply. Bethle- 
hem can furnish any size or type of Waukesha 
that best fits your needs. For years we’ve main- 
tained highly diversified stocks of Waukesha 
engines and parts, and our technical men will 
gladly help you select the proper model. Remem- 
ber this, too—the sale is backed by expert service, 
available either in Bethlehem’s well-equipped 
shops or out on the job location. 


“Ever Hear 
a 
Sweeter-Running 


Engine’?’’ 


It’s a most reassuring combination — Waukesha 
quality, Bethlehem service. And speaking of 
service, no Waukesha job is too big for us; none 
is too small. Come in and meet our friendly staff 
—we’d like to give you full details. 


BETHLEHEM SUPPLY COMPANY 


GENERAL OFFICES: TULSA, OKLA. 


West Coast Headquarters : 
6000 Alcoa Ave., Los Angeles, Calif. 
Sales Office: San Francisco 


Bethlehem Supply Stores in California: 
Avenal + Bakersfield * Castaic + Long Beach 
Los Angeles * Santa Maria * Taft + Ventura 











a decision and communicate it to 
everyone concerned. Management 
must then implement the paper pro- 
gram with allocation of manpower 
and funds. This will give the pro- 
gram bone and sinew, but of course 
this is not enough. It must have 
brain and heart. Management will 
be well advised to contribute to the 
intelligent and effective administri.- 
tion of the plan by continuous inter- 
est and participation in the execu- 
tion at proper level. 


It is not my purpose or intention 
to elaborate on a complete listing 
of the essential constituent parts of 
a good program. There is plenty of 
literature on this subject. Every one 
of you can almost repeat them from 
memory. Very briefly, we know we 
have to have training and education 
at supervisory and job levels, we 
have to have floating or roving in- 
spection to augment regular job 
planning and performance. 


1. Maintain a consistent level of 
safety thinking and action. We all 
know the tendency to put safety into 
a back spot in our minds as long as 
things seem to be going well. Then 
we have an accident. We rush in, 
bring out our safety ideas, dust them 
off, go after them hammer and tongs 
for a while, then lapse into our old 
habits when our experience im- 
proves. This is one of the best ways 
I know for inviting disaster. Safe- 
ty and job planning are inseparable. 
Safety and job execution are insep- 
arable. Supervisors are the real safe- 
ty men. 


2. A plan of action which seems 
to be effective, but which requires 
local, spot alertness and action by 
supervisors themselves, is the sys- 
tem of spotlighting attention on the 
“near misses.” There are no statis- 
tical data bearing on the subject, 
but I think everyone here will agree 
that there are many “near misses” 
for each incident which results in a 
reportable accident. Here is some- 
thing tangible to work on. Here is 
something real, rather than a theory 
or a rule. Someone in the crew has 
a “near miss.” This man, and the 
other members of the crew, can un- 
derstand and evaluate the factors 
involved if the Crew Chief takes 
action immediately and explains and 
takes corrective action. The virtue 
of this is its simplicity, its avail- 
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ability, its effectiveness. I command 
it to your consideration. 


3. How many of you have en- 
countered the statement “this was 
just one of those things”? This is 
no more true about an accident than 
it is of a poor decision in any other 
phase of our daily lives. No acci- 
dent is “just one of those things.” 
An accident is always related to the 
work situation. It has a background 
in personal and group behavior. I 
have consistently refused to accept 
this explanation. It boils down to 
futility and hopelessness. It is al- 
ways possible to get more than this 
explanation out of an accident if 
you will work at it and dig deep. 
Careful analysis of one accident sit- 
uation generally makes it possible to 
correct a hazard and prevent a re- 
currence. 

There is another, and more in- 
tangible, factor about which I should 
like to talk at more length. I am 
referring to the relationship of Man- 
agement to the administration of a 
Safety Program. Management is in 
a position of authority and respon- 
sibility which qualifies it to make 
certain contributions to the achieve- 
ment of the objectives. This organ- 
ization position carries with it the 
obligation to discharge its respon- 
sibilities. If Management carries out 
its part, then it has a right to expect 
the same quality of performance by 
others. 

I should like to talk about a few 
of the points regarding which Man- 
agement is qualified to assist in a 


Company Safety Program. 

1. Sound organization structure 
as regards the integration of 
the safety effort into regular 
operations. This will insure 
that everyone knows his own 
authority and _ responsibility. 
Every line foreman is going to 
understand that safety is just 
as much a part of his job as 
control of payroll, ordering of 
supplies, etc. If anything is 
left to chance in this regard, 
Management is almost certain 
to be confronted very soon 
with a situation full of mis- 
understanding, confusion, and 
open or unfilled responsibility. 


to 


Management can strongly in- 
fluence the thinking of the 
whole group toward objectiv- 





consideration of 


ity in its 
safety. 

3. Management should be able 
to sense those areas wher~ the 
program is being weakened by 
passive or cool reception; if 
alert to this, it can strengthen 
the weak spots before trouble 
develops. 

4. Management will support its 
supervisors in the day to day 
and hour to hour decisions they 
make with respect to safety on 
the job. 

5. Management has a powerful 
tool at its command to insure 
proper respect for and compli- 
ance with the safety program. 
I am referring to the inclusion 
of personal and group safety 
records as one of the indicators 
of good performance on the 
job. If this device is used to 
the full extent of its poten- 
tiality, other forms of enforce- 
ment may be required only oc- 
sionally. 

6. Even with the best laid plans, 
there develop situations where 
ordinary measures are inade- 
uate. There is a fine line be- 
tween too strong and too weak 
disciplinary action. This re- 
quires good judgment, deci- 
sions are difficult, and there is 
a natural human tendency to 
back away altogether, or to be 
too lenient. This is a good way 
to break down the effective- 
ness of the whole program. We 
are not going to reach our ob- 
jectives if we dodge this re- 
sponsibility. 

At this point I suppose I should 
refer back to the title of this talk 
and see if my remarks make a case 
in support of the subject, “Why we 
believe in safety.” 


Certainly, we believe in safety be- 
cause it ties in with the human in- 
stinct of self-preservation. 


We are forced to the conclusion 
that positive action to achieve safe- 
ty is required because many of the 
good things in life are secured 
through risk taking and at the ex- 
pense of some degree of absolute 
safety; also some strong human 
characteristics operate against the 
attainment of safety. 


We believe in, and are going to 
(Continued on Page 26) 
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another Johnston first! 


SELECTIVE ZONE TESTER 
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Get tests at any level 
without tail pipe! 








TESTING TOOL | 
Test more than one zone with a 
single trip in the hole! 

TOP PACKER 


Eliminate cost and hazard of 
setting on cement plug! 


Evaluate zones passed up 
while drilling! 

TEST ZONE 
Pin-point gas/oil and water/oil 
contact! 








Save rig-time and money! 


Se ee CE 


BOTTOM 
PACKER 


Watch for more information on 
Johnston’s NEW... FIELD PROVEN 


SELECTIVE ZONE TESTER 


Write For Brochure 


Patent Applied For 


JOHNSTON TESTERS 


first in drill stem testing 


HOUSTON, TEXAS 
LOS ANGELES, CALIF. * CALGARY, CAN. 
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The Wheel of Fortune 


Well, the whirligig still spins! 
Hardly had we recovered from 
the Petroleum Club’s ritzy Hol- 
iday Directors’ Ball than we had 
to stagger out to Rodger Young 
Auditorium for the PPP annual 
meeting. After a brief weekend 
rest we took in the Wildcat 
High Jinks at the Palladium, 
and at the moment of writing 
are just barely conscious after 
foregathering with a lovely 
cross section of petrolic society 
at the Emsco-Youngstown 
Christmas party at the Ambas- 
sador. It is utterly amazing 
how strenuously we Americans 
work at the business of relaxing 
and, conversely, relax at the 
business of working. 


Visitor is Shanghaied 


Now, retracing our steps, and it 
isn’t easy considering where we have 
been, the Petroleum Club Directors’ 
Holiday Ball was unquestionably 
one of the finest upper echelon 
whingdings that has been tossed in 
many a moon. The leading lady in 
this auspicious affair was Mrs. 
Lloyd Aubert and she is certainly to 
be congratulated on a display of or- 
ganizing and directing capacity that 
produced long to be remembered 
results. Assisting her in the diverse 
preparations were Mesdames Dave 
Day, Wendell Jones, A. C. Rubel, 
Russell Green, S. F. Bowlby, J. C. 
Kelley, and Bruce Barkis. The lat- 
ter had just dropped in from Hou- 
ston on a brief vacation trip and 
was visiting the Petroleum Club 
when she was spotted by the ladies’ 
committee. She was promptly 
shanghaied, put to work, and did 
such an elegant job that next time 
she comes to California she’d better 
come in disguise and frequent the 
more obscure rathskellers or she 
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By RICHARD SNEDDON 


Behind the Scenes 


They decorated the Club 
quarters and the Pacific Ball 
Room most attractively and 
some 450 members and guests 
later had the time of their lives 
disporting at the cocktail party 
and dinner dance that followed. 
Beautifully packaged favors 
were distributed to all the ladies 
and, indeed, everything possible 
was done to make the affair a 
thoroughly enjoyable one. The 
event was, of course, originally 
engineered by Jim Kelley and 
his livewire activities committee 
and like all the projections of 
this select coterie, it went along 
from beginning to end on sched- 
ule with the precision of a Swiss 
watch. The members of this 
group in addition to Jim, inci- 
dentally, are Ham Bell, the un- 
inhibited Bay City importee 
whose Baghdadian adventures 
would make excellent copy for a 
water-front omnibus; Ed Stout, 
the beau brummel of the Flying 
Horsemen and a lad whose deft 
handling of the double-five has 
the domino set disturbed no 
end; Reg Keans, the top third 
of Keans, Stipek, and Spring- 
mann, a toughie in any kind 
of speculative pastime, but nice 
people nonetheless; Bernie 
Dresser, the Hancock higher-up 
from Long Beach, and mighty 
well named—there are few bet- 
ter dressers than Dresser; Bo 
Weill, the quietly competent 
Ethyl executive, who has more 
ideas and certainly more enter- 
taining ones than Albert Ein- 
stein; and Sam Bowlby, the 
Shell Oil Company veep, a noted 
radio ham, and another of the 
industry’s top organizers. 
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Prexy Does His Bit 


Dave Day, Petroleum Club presi- 
dent, coordinated all the multitudi- 
nous activities of the evening in his 
usual effective way and was respon- 
sible in no small measure for the 
total success. One of the big mo- 
ments of this conventicle was the ap- 
pearance of Roberta Linn who com- 
pletely captivated her audience not 
only with her vocal talent and pleas- 
ing personality but also with the 
generosity of her performance. 
Roberta loves to sing and she gave 
out without restraint both as to 
quality and quantity. Barney Sor- 
kin’s aggregation of revelry inciters 
were in top form too and the dancers 
cavorted into the wee small hours in 
an abandon of terpsichorean exer- 
cise that was mighty diverting. 


The Roll Call 


Among the guests, excluding 
those already mentioned, were 
the Bill Heaters, Stan Oatways, 
Ed Masters, Truman Boyds, 
Herb Kohlbushes, I. J. McCul- 
loughs, Ollie McFaddens, Ralph 
Dunlaps, Slim Fowlers, Carl 
Gates, Roland Norris, Ches 
Bralys, Bob Burnses, Jim 
Leovy, Dick Bordens, Harold 
Hootses, Ben Hakes, Cy Hop- 
kinsons, Tom Wallaces, Gray- 
don Olivers, Jim McNeills, Jay 
Bushes, John Fowlers, Pert 
Sargent and Polly, John Isaacs, 
Dave Carnahans, Bill Brooks, 
Bob Harcuses, Ed Craigos, Art- 
hur Andersons, Bob Jacksons, 
Russ Shermans, Tom Sher- 
mans, Stark Foxes, Frank 
Leonises, Ott Hammers, Bert 
Birnies, Gene Grahams, Joe 
Kelloggs, Lee Lairds, Jerry 
Campbells, Bill Powells, Bob 
Eiche and lady friend, Tom 
Ashes, Earl Moores, Lee 
Wardles, Elmer Deckers, Les 
Callahans, Doug Grahams, Dee 
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Taylor and lady friend, Earl 
Daniels, Walt Greenfield, Mal 
Morrises, Louis Waterfalls, 
Henry Salvatoris, Joe Hudsons, 
Bob Ringles, San Grinsfelders, 
Rollin Eckises, Ed Bartoshes, 
Tom Farrers, M. O. Johnstons, 
Tommy Johnstons, Onus Lind- 
says, Ben Baylisses, John Flana- 
gans, Emmett Joneses, Don 
Grubbs, Bill Tetsches, W. A. 
Eardleys, Sam Pattersons, Basil 
Kantzers, Ham Hamiltons, and 
sO many more we can’t remem- 
ber half of them. Anyway, they 
all had a splendiferous time and 
there is pretty unanimous opin- 
ion that the Directors’ Holiday 
Ball should forthwith be insti- 
tuted as a recurring Christmas 
event. 


We Meet With The Pioneers 


On the following evening we at- 
tended the annual meeting of the 
PPP at Rodger Young Auditorium 
and watched Duke Follansbee pre- 
sent life memberships to nineteen 
of the California oil industry’s most 
interesting pioneers. Duke per- 
formed his stint neatly and with 
dispatch after which everybody had 
a grand time fraternizing with each 
other and discussing the daring days 
of yesterday. Some 450 oil men, rep- 
resenting all aspects of drilling and 
production and all periods from 1890 
on, were. present. Actually, these 
gatherings’ border’ on’ the ‘dramatic 
at times. They mean so tremendous- 
ly much to so many people who have 
practically no other opportunity to 
say hellow to their erstwhile friends 
and associates. It is particularly in- 
teresting to the men who have re- 
tired, and it’s a real thrill to see 
these fine people beam over an un- 
expected encounter with an old bud- 
dy and launch into an exciting ex- 
change of reminiscences. It is prob- 
ably true that these PPP get-to- 
gethers have been responsible for 
more reunions than the Bureau of 
Missing Persons. At all service em- 
blem parties, young public rela- 
tionists attempt to add excitement 
by totalling the service years of 
those present. If anyone ever tries 
that at a PPP party the result will 
be more like a bacteria count than a 
Dacteria count. 
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GEORGE SPROULE DIES 


As we go to press we have just received 
word of the passing of George C. Sproule, 
formerly of Kern Oil Company, Ltd., at 
Montebello. We came to know George 
well when we were in charge of gauging 
operations for Union Oil Company between 
1927 and 1931 and with Bert Mitcheson 
used to forage about the Montebello area. 
George was a pleasant sort of chap al- 
ways ready with an appropriate yarn and 
a hearty laugh. We had many an inti- 
mate chat with him down the years and 
admired him greatly for his general good 
nature. 





As nearly as’ we can remember his back- 
ground, he was born in Oil Springs, On- 
tario, Canada, in 1880 and worked there 
on a long string of wildcats before coming 
to Bakersfield in 1900. Here his first job 
was drilling for Grace Oil Company in 
the Kern River field. After assignments 
with various other oil companies, notably 
Associated Oil Company, around Bakers- 
field and over on the coast at Casmalia, 
he was offered and accepted a position 
as superintendent of St. Helen’s Petroleum 
Company at Montebello. That was about 
1920 and he remained with this company, 
latterly as general superintendent, after it 
was absorbed into Kern River Oil Com- 
pany, and until his retirement in 1945. 

George was a popular member of the 
Petroleum Production Pioneers which he 
joined about the time of its inception, and 
his passing has come as a shock to his 
many friends and former associates in the 
California oil industry. He leaves his wife, 
Nora, and two daughters, Mrs. Frank Jones 
of Bakersfield, and Mrs. Malcolm McCluer 
of Eagle Rock, to all of whom we extend 
our sincerest sympathy. 





Fresh Air From The North 

From San Francisco recently 
came a sealed can of PURE 
NORTHERN CALIFORNIA 
AIR (27 cubic inches) marked 
“Rush! Smog relief shipment.” 
Besides directions for punctur- 
ing the can, the label carries this 
admonition, “Do not snuff air 
from this can more than three 


times in 24 hours. Pure air may 
be habit forming and lead to an 
uncontrollable urge to travel to 
other parts of the globe—any 
old part —immediately.” The 
wrapper also apprises us of the 
fact that the “refreshing mix- 
ture of wholesome breezes” con- 
tains no preservatives and we 
are urged by all means not to 
be greedy but “to pass the can 
among loved ones and neigh- 
bors and let them share our 
good fortune.” This priceless 
gift is from someone with the 
initials ERS and we suspect 
that the donor is our good 
friend E. R. “Stan” Stanley, the 
consulting chap from the house 
of Stanley & Stolz. In any case 
we have since sampled the con- 
tents of the can rather gener- 
ously and have come to the con- 
clusion that it must have been 
packed in the vicinity of Fish- 
erman’s Wharf for the “whole- 
some breezes” are well charged 
with the delightful aroma of de- 
funct marine fauna. 


Wildcats Cavort 

A few nights following the PPP 
party we were chauffered out to the 
Palladium and the Wildcat High 
Jinks by that indefatigable harness- 
er of untrammeled atoms, Fred Beh- 
rens, the Wilshire refining genius. 
Arrived at the noted dance empo- 
rium we held tenaciously to Fred’s 
coat-tails for about ten seconds after 
which he disappeared into the mill- 
ing throng leaving us with a handful 
of blue serge. On our own hook we 
greeted a stash of boys most of 
whom we hadn’t seen for several 
hours and then wended our way into 
the mess hall where presently we 
found ourself ensconsed at the press 
table with that famed keyhole peep- 
er, Bill Thornbury. Bill liberally 
entertained his fellow members of 
the fourth estate until the show 
began. 


The Curtain Goes Up 

First came Tom Sherman, 
chairman of the Wildcat Com- 
mittee, in a series of neat in- 
troductions, culminating in the 
presentation of Richfield’s top 
executive, and president of 
WOGA, Charles S. Jones. The 
latter as usual departed widely 
from the script, if any, and de- 
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livered himself of a welcoming 
speech that was as earthy as un- 
washed spinach, and was much 
more entertaining, we are sure, 
than the one he originally in- 
tended to offer. Then the pro- 
ceedings were turned over to 
MC, Bill Brooks, the BJ sar- 
torialist, who first engineered a 
demonstration of costume de- 
signing by Henry Salvatori, 
Bob Lytle, John McMillan, and 
Howard Pyle, with the use of a 
group of live models that even 
Dior couldn’t have flattened. 


Dramatis Personae 

Following this exhibition, Bill re- 
cited a brief prologue to the play, 
“Whats’ My Racket?’, and the 
show was on its way. The annual 
lampoon this time took the form of 
a TV quiz with Bill Pemberton as 
moderator and Mel Sheppard doing 
the commercials. Bill has fine, clear 
enunciation, and as we have said 
many times over the years, might 
have made a great actor if he hadn’t 
elected to be a consultant and big 
game hunter. In his efforts to boost 
the sale of Stopat, Mel Sheppard 
made some very extravagant claims 
that seemed to make quite a hit with 
the large audience. Then came the 
quiz proper with a panel, consisting 
of Bill Gregg (Harold Hoots), Alex 
Campbell (Stan Williams), and Lor- 
ania Francis (Frank Carter), trying 
to guess the respective rackets of 
Mr. X (Homer Steiny), Phil Mag- 
ruder (Ken Faulkner), and N. B. 
Aparte (Ward Blodget). 


Panelists Fathom Trade Secrets 

During the course of this il- 
luminating debate, it developed 
that Mr. X was a Richfield rep- 
resentative who had made some 
promising discoveries on the 
moon; Phil Magruder was fi- 
nally identified by the panel 
but not before the House of 
Pegasus had been given quite a 
ribbing over sundry real and 
imaginary deals in which it sup- 
posedly had become involved. 
As for N. B. Aparte, he stirred 
up a lot of fun and had a lot of 
fun to himself but we have for- 
gotten where he fitted in to the 
total jigsaw. Frank Carter, it 
might be mentioned, made an 
especially attractive although 
somewhat elongated Lorania, 
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The Lufkin Line 
HAPPY NEW YEAR 


To our friends 
everywhere the 
gang at Lufkin [ 
extends greet- | 
ings ...anda 
wish . . . that 
1955 will be a | 
year of good 
health, good times*sand good for- 
tune. 


Our “greetings and _transla- 
tion” department tells us that a 
Happy New Year is expressed in 
other countries around the world 
as in Turkey, Yemi Viliniz Kutlu 
Olsun, and in Venezuela, Feliz 
Ano Nuevo, and in France, Je 
Vous La Souhatie Ronne, and in 
Iceland, Saell Ny Ar, and in Swe- 
den, Gott Nyar, and in Germany, 
Glucklich Neujahar, and in 
China, Sui-Hi, and in [sraeli, 
Shana Tova. 


We are grateful to our cus- 
tomers for their continued and 
growing use of our products... 
we pledge one and all . . . to merit 
this patronage in 1955 by provid- 
ing the best in service and ma- 
terials and workmanship of the 
highest standards. 


Te. 


(Lufkin produces the finest . . . Gears 
... for Cooling Towers . . . Herringbone 
Reducers, double and single reduction 
. . . Pumping Units . . . 2-Cycle Gas 


Engines.) 














and Ward Blodget was more 
like Napoleon than Napoleon 
himself. 


Duettists Star 

Ken Faulkner handled the Mag. 
ruder assignment very capably, and 
Harold Hoots took good care o/ the 
Bill Gregg role. Tut Tuttle, the well 
known Standard Stradivarian, and 
Ed Hamner, the good natured Hum- 
bletonian, played the parts of ushers 
and it must be admitted that they 
ushered some pretty characters on 
stage. Meantime, Joe Jensen ran 
through the audience offering scare- 
line newspapers at a buck a copy, 
and selling them too. Star perfor- 
mers this year so far as we are con- 
cerned were Basil Kantzer and Stan 
Williams whose duets were well 
done and were hence well received. 
Basil’s name wasn’t on our program 
but he snuck aboard somehow and 
gave a good account of himself. 


The Last Word 
This year’s skit was O.K. It 
was just the right length, had 
plenty of appropriate ribs, and 
everybody enjoyed it. The only 
real trouble we had all night 
was finding our chauffeur, Fred 
Behrens, who became involved 
with Maury Machris and Paul 
Lowery in a deep institutional 
debate that lasted far into the 
night. 
The Year’s Top Stag 
The Emsco-Youngstown cocktail 
party again proved to be the out- 
standing stag assembly of the year. 
The elevating aqua was comforting- 
ly plentiful; the food was literally 
out of this world; and if there ever 
has been a more representative 
gathering of petrolic people, we 
must have missed it. We hesitate 
to name names on this one because 
if we do, a lot of grand people are 
going to be left out. So let us just 
say thanks to Jack Crawford, Bill 
Powell, and all their aides for an 
evening of unalloyed entertainment. 
The whole thing was really George 
and we had more fun than people 
just fluttering about the Embassy 
Room of the Ambassador, exchang- 
ing bits of conversational fluff with 
oil folk from practically every oper- 
ating company in California. 


Bits of This and That 
By way of last minute round- 
up, Milt Lewis (Milt W., that 
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is) and Louis Waterfall, won 
the 6th domino tournament of 
the Petroleum Club, - beating 
Lloyd Aubert and Fred Keller 
in the final with as brilliant an 
exhibition of drawing and peg- 
ging as has been seen in many 
a day. Jack McKay, the Fluor 
sales whiz, was ignominiously 
beaten by you know who in a 
gin rummy joust the other eve- 
ning. However, all the glory, 
material and ethereal, accruing 
from this victory, was lost by 
you know who the next day to 
Jay Wharton, the Western Gulf 
sharpie. Oh, woe is us! We 
hear tell that John Robinson, 
the Macco higher-up, has taken 
the matrimonial leap and will no 
longer be available for indis- 
criminate bees and huskings, if 
you know what we mean. 


Shell Completes Air 
Pollution Control 


Shell Oil Company recently an- 
nounced it has completed, five 
months ahead of schedule, all re- 
quired air pollution control meas- 
ures at its Wilmington and Domin- 
guez refineries. In addition, the 
company has placed in operation 
control projects not specifically in- 
cluded in the Air Pollution Control 
ordinance. 

In making the announcement, S. 
F. Bowlby, vice president, stated 
“Completion of the most recent pro- 
jects brings under control all major 
sources of pollutants from our re- 
fineries. We have spent some 
$3,866,000 on air pollution controls, 
including $2,769,000 on the reduc- 
tion of hydrocarbon emissions. 

“Our refineries are now in full 
compliance with the Air Pollution 
Control District Rule 56 which re- 
quires that storage tanks containing 
petroleum distillates be equipped 
with vapor recovery systems or 
floating roofs by May 1, 1955.” 

Concurrent with the completion 
of this work, the company has 
placed in operation a vapor recovery 
system to tap emissions from its 
tank truck loading racks. The new 
system recovers vapors displaced by 
gasoline being loaded into tank 
trucks and diverts them into the 
refinery fuel system. 

“Although the quantity of hydro- 
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carbons lost during loading opera- 
tions was quite small,” Bowlby 
stated, “this installation is typical 
of the steps being taken to prevent 
all possible emissions of air pollu- 
tants from our plants.” 


The company has also installed a 
vapor recovery system on its crude 
oil storage facilities; covered open 
separator pits; fitted special seals 
on pump glands throughout the two 
plants; installed additional dust re- 
covery facilities on its catalytic 
cracking plant and provided for the 
smokeless burning of vapor emis- 
sions beyond the capacity of its re- 
covery systems. 

Control work on the refineries’ 
emissions of«odors, smoke and dust 
began long before Los Angeles’ 
smog problem reached its present 
proportions, Bowlby stated. 


Expenditures for the control of 
odor sources were begun in 1930 and 
miscellaneous projects for elimina- 
tion of dust and smoke have been in 
operation since 1929. 


In 1938 a plant was installed at 
Dominguez for removing and re- 
covering hydrogen sulfide from the 
refinery’s fuel gas which would 


otherwise be burned and released 








Another industry source of hydrocarbon emissions to the Los Angeles atmosphere is 


to the atmosphere in the form of sul- 
fur dioxide. 


“Remaining losses of air pollu- 
tants from our refineries are small,” 
Bowlby stated, “but they will con- 
tinue to receive our full attention. 
As research and improved tech- 
niques make possible their elimina- 
tion we will take the necessary steps 
to correct them. 


“Shell is quite conscious of its re- 
sponsibilities and duties as a cor- 
porate citizen and we pledge our 
wholehearted cooperation to all 
groups seeking the solution to this 
community problem.” 


Utah 


First Paradox production in south- 
eastern Utah has been established 
with completion of Shell Oil Co.’s No. 
2 Desert Creek Unit, San Juan Coun- 
ty. It flowed 248 barrels of fluid per 
day cut three tenths per cent sediment. 
There have been numerous Pennsyl- 
vanian shows in this general area but 
the No. 2 is the first to prove commer- 
cial. Shell has taken substantial Indian 
acreage through this area. Its bonus 
investment in Indian acreage alone is 


more than $3,000,000. 





checked as Shell Oil Company places in operation a vapor recovery system at its Wil- 
mington Refinery tank truck loading rack. Vapors displaced by gasoline being loaded 
into a company clipper truck, background, are collected in the white sphere then fed 
into the refinery fuel system by the compressor in the foreground. 
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Lost Hills 
Wildcat Quits 

Los Nietos Company, Operator, has 
abandoned its Sumpf No. 81-19 wild- 
cat on Section 19-25s-20e and north- 
west of production in the Lost Hills 
field. The project was taken down on 
ground one and one-quarter of a mile 
north and west of the Seaboard-Saun- 
ders pool which was opened up a half- 
year ago. 


Pyramid Hills 
Test Worked Over 

After being shut-in at a total depth 
of 4609 feet, Franco Western Oil Cor- 
poration embarked upon some reme- 
dial work with its Norris-Drilexco- 


Baylis No. 62-29 wildcat on Section 
29-24s-18e at Pyramid Hills in Kings 
County. Located on highway 41 be- 
tween the junction with highway 33 
and the San Luis Obispo County line, 
the well blew in for natural gas in 
volume. Franco Western has two 
other wells in the area and operating 
at primary stages. 


At Reef Ridge, the Lakeview Cali- 
fornia Company has pulled out at 742 
feet from its Avenal Land Co. No. 1 
wildcat on Section 35-23s-17e. 


On Kettleman Hills Middle Dome, 
Middle Dome Corporation, with 
Standard Oil as operator, has reached 
7500 feet with its No. 38-19V on Sec- 
tion 19-23s-19e. 
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ducing formation. 





JEL-OIL OIL MUDS PROVIDE 


A completion mud which permits no water to enter the pro- 


Exceptionally low filter loss under all drilling conditions. 
Proper easily controlled gel strength and good suspension. 





BROWN MUD COMPANY 


MAGCOBAR DEALER 


VENTURA 
Miller 3-8168 


DIXON 
RIO VISTA 4-0813 


BAKERSFIELD 
FAirview 2-6410 


LOS ANGELES 
WEbster 3-5618 


Greeley 
Test Dry 

Terminal Drilling Company’s Elrich 
Unit No. 1 wildcat on Section 20-29s- | 
26e at south Greeley has been given up 
at 7860 feet. The “N” point was 
reached at 7548 feet. 


Raisin City Test 
Drilling Steadily 

On the way to objective depth ap- 
proximating 5500 feet is J. Wallace 
Bostick Associates’ Santa Ana & 
Fresno Land Co. No. 1 wildcat well 
on Section 29-15s-18e, southeast of the 
Raisin City field and more than a. 
dozen miles west of Fresno. Location 
is a short distance west of a project 
taken down by Edwin W. Pauley a 
decade ago. The Pauley effort picked 
up showings and casing run in the 
well. However, on a series of tests, 
reaction in the final analysis was not 
up to commercial standards. The Bos- 
tick interests hold close to 1200 acres 
surrounding the venture. It spreads 
over part of Sections 19, 20, 29 and 
30-15s-18e. 


Shale Point Area 
Wildcatting Scene 

One of the most interesting wildcat 
ventures just started in Kern County 
is Standard Oil Company of Califor- 
nia’s Oil Explorers Fee No. 23-16 on 
Section 16-27s-19e in the Shale Point 
area. The drill site is approximately 
two and one-half miles northwest of a 
test put down by Shell Oil Company to 
3250 feet in the summer of 1950 and 
in so doing opened the North Ante- 
lope Hills field to production. 

In the East Race Track area, Stand- 
ard is approaching the spudding-im 
stage with its No. 55-35 test on Sectiom 
35-29s-29e. The company last year 
drilled a test in the area to a depth 
several hundred feet below the 50005 
foot level, but came up with nothing) 
exciting. 
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Eo RST 
The “First’’ Name in 
Guiding, Floating and 


Cementing Equipment 


“FIRST” in the Field—Baker “pioneered” the development 
and marketing of Guiding, Floating and Cementing Equip- 


This is Product No. 100— 
Baker Cement Float Shoe 
—outstandingly ‘First’ for the 
safe guiding, floating and 
cementing of casing. No other 
shoe can approach its world- 
wide popularity. Available 
also in the ‘‘whirler’’ type at 
@ nominal increase in price. 


This is Product No. 102— 


Baker Cement Guide Shoe 
—vused in combination with a 
Baker Cement Float Collar 
when one float valve is con- 
sidered sufficient, and a stop 
for the cementing plug is 
desired above the shoe. Also 
used in combination with 
Baker FILL-UP Collars or 


FLEXIFLOW Collars. 


This is Product No. 101 
M&F —Baker Cement Float 
Collar, usually positioned 
just above the shoe joint to 
provide a “stop” for the 
cementing plug. Used in com- 
bination with any type of 
Baker Cement Float Shoe, 
Guide Shoe, or “Whirler’ 
Shoe, selected to meet the 
customer's specifications. 


This is the new Baker Dif- 
ferential FILL-UP Shoe— 
Product No. 1081—which 
permits the casing to fill 
automatically from the bot- 
tom (while it is being run) to 
within 90% of the fluid level 
of the annulus. By using both 
the FILL-UP Shoe and its com- 
panion FILL-UP Collar, an 
81% fill is secured. It’s new— 


ask for brochure. 








This is the new Baker 
FLEXIFLOW Fill-Up Shoe — 
Product No. 160. This feature 
is also available in a Collar 
and a “Whirler’ Shoe. Per- 
mits the casing to fill auto- 
matically from the bottom 
through a flexible, variable 
orifice —eliminates messy in- 
termittent surface filling, as 
well as casing overflow— 
saves landing time and drill- 
ing mud—reduces the dam- 
aging ‘Ram Effect.” Ask for 
brochure describing the new 
FLEXIFLOW Equipment. 


ment. Baker always has maintained the lead, and is today 
still “First” in the Field. 


“FIRST” in Successful Results— Success in cementing means 
only one thing—to secure a permanent, leakproof shut-off 
with the initial cement job. Baker Equipment offers you the 
best possible opportunity to secure Successful Results. 
Accurate threads; the rounded nose on all shoes to guide the 
casing safely; the efficient Baker Buoyant Ball Valve which 
seals instantly against the rubber seat when pressure is 
reversed; the minimum cross-sectional area of “drillable” 
materials (no metal )—all combine to make Baker “First” in 
Successful Results. 


“FIRST” and ONLY “Whirling” Action provided by 
baffled side ports in all “whirler” type shoes and collars to 
wash the formation and then whirl the slurry to aid in per- 
fect bonding of the slurry with the formation. 


“FIRST” with new and improved products—such as Baker 
Differential FILL-UP Equipment and Baker FLEXIFLOW 
Fill-Up Equipment which permit the casing to fill from the 
bottom automatically as it is being run. You save time in 
landing casing—reduce the “Ram Effect” which breaks 
down potential lost circulation zones—eliminate the hazards 
and discomfort of surface filling the casing. Ask any Baker 
representative or office for brochures describing Differen- 
tial FILL-UP and FLEXIFLOW Fill-Up Equipment. 


“FIRST” in Popularity because you (and thousands of other 
operators) have recognized tools and methods which pro- 
vide dependable performance. It is both a challenge and an 
inspiration to work with men who insist upon results—a 
challenge to supply their present needs, and an inspiration 
to anticipate their demands of tomorrow. Baker will always 
be ready—“First” with what you need! 


BAKER OIL TOOLS, INC. 
HOUSTON - LOS ANGELES - NEW YORK 


for ‘Lasting’ Results 
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Five Points 
Test Drilling 

In Fresno County’s Five Points 
area, Slick Oil Company and Fowler 
Drilling & Producing Company’s Yra- 
ceburu No. 1 explorer on Section 35- 
17s-17e is making hole under 1000 
feet. Contractor is Fowler Drilling 
Company on the project, which is 
located about six miles southeast of 
the Lanare field. 

Southwest of the Jacalitos field, 
Cerutti & Thompson Transportation 
Company, Operator, is in the earlier 
stages with No. 1 wildcat on Section 
10-22s-14e. 


Midway Wildcat 
Ready to Drill 

Howard H. Bell, Jr. is ready to put 
down his British American No. 1 wild- 
cat on Section 3-31s-22e in the Mid- 
way area. In the Edison field, Bell 
has acquired Chanslor Western Oil & 
Development Company’s Malaga lease 
and is preparing to deepen Malaga No. 
13, which was originally taken down 
and abandoned in 1951 by Independent 
Exploration Company, which later be- 
came Intex Oil Company. Present 
depth of the well is slightly below 
3000 feet. 


Sharktooth 
Wildcat Quits 

On Section 25-28s-28e and south- 
east of the Sharktooth field, Fred A. 
and Caroline M. McMaster have pulled 
out of their Christina No. 1 wildcat 
venture at 3281 feet. 





Strand Wildcat 
Initiates Work 

On the way is Shell Oil Company’s 
interesting Posuncula No. 1 wildcat 
endeavor in the Strand area of Kern 
County. Location is some 660 feet 
south and west from the northeast 
corner of Section 12-30s-25e, with der- 
rick floor elevation 328 feet. Under 
lease are approximately 2000 acres 
taken from Kern County Land Com- 
pany. 
McDonald Anticline 
Test Ready to Drill 

All set to drill is Ferguson & Bos- 
worth’s Honolulu-Layman No. 4 wild- 
cat test on Section 18-28s-20e in the 
McDonald Anticline area. Enterprise 
Drilling Company is handling the 
work. Oceanic Oil Company has plans 
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Royat Family Cf 


LOST CIRCULATION 
ADDITIVES 


DEVELOPED and MANUFACTURED 
SPECIFICALLY TO SOLVE LOST 
CIRCULATION PROBLEMS! 


Kingseal and Queenseal have been tested in 
actual use over a long period right on the job! 
Each has proven its ability to stop lost circu- 
lation better and faster than other products 
sold for this purpose. 


THEY ARE MADE OF ALL NEW 
MATERIALS, CHEMICALLY PROCESSED 
TO ELIMINATE ANY POSSIBILITY OF 
ADVERSE ACID REACTION. 


Why experiment with by-products that have 
no reputation in this field. Experimentation is 
expensive when time loss is considered. You 
can be sure with Kingseal and Queenseal! 


Truly The Royal Family Of 
Lost Circulation Additives 


For Further Information, Write 


KINGSEAL 
of 


CALIFORNIA 


Ph 


Or Contact Your Local Mud Dealer 


CALADA MATERIALS CO. 
CARL INGALLS TRUCKING CO. 
KELED MUD COMPANY 
MACCO CORPORATION 
MOJAVE CORPORATION 








drawn for a 15,000-foot test on ‘and 
abcut six miles from the town of /*el- 
lows. 


San Benito 
Wildcat Listed 


The next wildcat drilling job on the 
Ciervo Anticline in San Benito County 
will be the W. W. Holmes, Operator, 
Standard-McCray No. 2 on Section 
25-16s-11e. 


Lincoln Petroleum 
Details Tejon Interest 


Increasing interest in development 
in the Tejon area has resulted in Lin- 
coln Petroleum Company detailing its 
participation there. The company re- 
ported that in Drilling & Production 
Company’s J. V. No. 33-33 discovery 
well, it holds a 334 per cent stake with 
Reserve Oil and Gas Company in the 
latter’s 28 per cent interest. There- 
fore, Lincoln’s over-all share is 1.05 
per cent. As related to Lake Oil Com- 
pany’s new Crane No. 1 producer, 
Lincoln’s interest is 334 per cent of 
Reserve’s 6 2/3 per cent overriding 
royalty participation, which figures 
.25 per cent net to Lincoln. On Section 
34 where Reserve has five wells pro- 
ducing from Olcese sand in that part 
of the Tejon area, Lincoln holds a 334 
per cent operating interest with Re- 
serve in the latter’s 50 per cent stake, 
with Lincoln’s over-all interest 1.875 
per cent. 

In the Tejon Flats area, Butler & 
Long’s No. 15-27 test on Section 27- 
11n-19w has been written off at 8363 
feet in basalt. 


Richfield Wins 
Rincon State Lease 

An oil and gas lease for 1175 acres 
of tide and submerged land in the 
Rincon area of Ventura County has 
been given Richfield Oil Corporation 
by the California State Land Com- 
mission. Richfield currently is taking 
down two wells in the Timber Canyon 
area. Loel-Maxwell No. 2.0n Section 
18-4n-20w is digging at 2800 feet. 
Atlas-Smith No. 2 on Section 14-4n- 
21w is down 4500 feet. Timber Can- 
yon is in primitive country and the 
area abounds in wild animals. One 
day recently deer and various members 
of the cat family were noted taking a 
curious glance at drilling operations. 
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Fault Block Opened 
In Dagany Gap Area 

The string of recent field successes 
of Gilliland Oil Company and H. F. 
Ahmanson has taken on new import- 
ance with the combine’s discovery of 
a new fault block on a 1000-acre lease 
in the Dagany Gap area of Kern Coun- 
ty. The well, Barker No. 1 on Section 
3-25s-18e, was completed flowing at 
the rate of 360 barrels of 40.6 gravity 
oil a day through a 21/64-inch orifice. 
Open is 120 feet of zone between 1754- 
2150 feet, represented by five intervals. 
Total depth is 2300 feet. Slightly less 
than a half-mile from the new pro- 
ducer, Bandini Petroleum Company 
holds a lease on University of Califor- 
nia property. The Gilliland-Ahmanson 
interests have started another drilling 
job—Miller Unit No. 9 on Section 
10-25s-18e. Both wells are contract 
jobs with Burke Drilling Company. 





Mountain View Area 
Basement Test Works 

On Section 15-31s-29e on wildcat 
ground at Mountain View, Fred A. 
Miller is drilling near 1500 feet with 
his McKinney No. 1. The project is 
being guided by Brown Drilling Com- 
pany. It is designed as a basement 
test. After milling window, MJM & M 
Oil Company’s Atlantic-Wible No. 3 
wildcat on Section 23-30s-28e is being 
redrilled in the same zone. Total depth 
of the project is 7350 feet. Window 
was milled around 7100 feet. Green 
Petroleum Company’s new Kirkorian- 
Brandt No. 1 producer on Section 24- 
31s-29e in the Mountain View field is 
putting out about 100 barrels of net 
34.5 gravity oil and 50,000 cubic feet 
of gas daily from 5875 feet. In use 
is an 8/64-inch orifice. 


San Luis Obispo 
Wildcatting Grows 

The latest wildcat venture to get 
going in San Luis Obispo County is 
George J. Greer’s Chimeneas-Arnold 
No. 28-24 on Section 24-32s-19e or 
one and one-half miles north of the 
two-well Taylor Canyon field. Also 
interested in the play one way or an- 
other are Southern California Petrole- 
um, Trico Oil, Humble Oil and Rich- 
field Oil. Hancock Oil Company pried 
open the Taylor Canyon field about 
four years ago. The two wells on pro- 
duction at present are accounting for 
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BAASH-ROSS TYPE ‘‘E”’ 
AUTOLOCK SAFETY JOINT 


Here’s a Safety Joint that’s 
ideal for all types of fishing 
strings as well as,for testing 
strings, wash-over operations 
and other applications where 
a readily-releasable connec: 
tion is desired. 
















e Transmits full torque 
without over-tightening 


e Releases quickly 
whenever desired 















e Spring-loaded collar and matching drive 
notches assure ample driving area for heavy 
torque loads without over-tightening. 


e Also transmits moderate reverse torque 
without loosening. 


e Releases at about half the reverse torque 
of normally made-up tool joints. 


e Fully packed-off for high pressure circula- 
tion. Can be unscrewed for six full turns with- 
out losing fluid seal. 


Available in regular all-steel construction—or with 
box of drillable metal for easy removal of portion 
left in the hole. 


BAASH-ROSS TOOL COMPANY 
Los Angeles... Houston...Oklahoma City...Odessa...Casper...Canton, O....New York City 





100 barrels of oil daily. The Texas 
Company has two wildcats in motion 
in the county. They are G. G. Martin 
No. 1 on Section 1-26s-1le, south of 
San Miguel, and C. W. Clarke NCT-1 
No. 1 on Section 15-27s-14e, south- 
west of Shandon. 





Belgian Anticline 
Test Moving Ahead 

Superior Oil Company is back at 
work in Kern County with its Forbes 


No. 1 test on Section 21-30s-21e in the 
Northwest Belgian Anticline area. 
North and east of the Superior proj- 
ect, Jim West as operator the other 
week completed his TWA-Fee No. 10- 
well on Section 15-30s-2le, flowing 
initially at the rate of about 500 bar- 
rels of 39 gravity oil a day from a 
total depth of 3465 feet. West now 
owns 10 wells producing in the area. 
All are accounting for oil in substance 
with the exception of No. 6, a gasser. 
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SY more than meets the eye 


Universal Oil Products Company is known, of course, for the 
far-reaching contributions it has made to the petroleum 
refining industry . . . and, hence, to the world . . . through the 
development and application of refining processes. 


However, much is involved in this activity which is not at 

first apparent. Behind this continuing search for new and better 
methods and techniques there follows the necessary translation of 
the theoretical into the practical . . . painstaking pilot plant 
evaluation . . . experimentation . . . and the application 

of the most highly specialized engineering skills. 


Further . . . these processes must be evaluated in terms of their 
adaptability to various charge stocks. The advantages, 
characteristics, limitations and applications must be defined. 
Design data, engineering specifications, construction and operation 
costs... afl must be assembled. It is the sum of these factors 
that determines the worth and usefulness of each process. 


And to make doubly certain of continued usefulness . . . Universal 
Service... year after year post-on-stream assistance is available 
to meet the needs of every petroleum refiner, 

All of this, Universal is well equipped to do. . . has been doing 
for years . . . and is, perhaps, in a better position to do than 

any similar organization serving the petroleum refining industry. 





UNIVERSAL 
OL PRODUCTS 
COMPANY 


30 ALGONQUIN ROAD, 
DES PLAINES, ILL., U. S$. A. 
laboratories: RIVERSIDE, ILLINOIS 


Universal Service 


Protects Your /nvedtmend 




















Sheffield Test 
Moving On Down 

Latest reports indicated that drilling 
was proceeding at 3000 feet in Monte- 
rey Oil Company’s Lamb No. 1 ex- 
plorer on Section 29-14n-2e in the 
Sheffield area of Sutter County. The 
test is a followup to the company’s 
Shannon No. 1 on Section 14-14n-2e, 
which showed no disposition to put 
out down to 4050 feet. In Yolo Coun- 
ty, Bandini Petroleum Corporation’s 
Griffith No. 1 wildcat on Section 1-8n- 
lw in the North Winters area has not 
started yet, but is awaiting contractor. 
In the East Winters area, E. A. Ben- 
der’s Putthoff No. 1 test on Section 
7-8n-le also has not commenced drill- 
ing. The McKee Company’s Bradshaw 
No. 1 core hole on Section 18-14n-5e 
in Yuba County is off the board at 
1800 feet, plus or minus. Continental 
Oil’s Western Gulf-USL No. 1, wild- 
cat on Section 24-29n-3w at Jelly Bend 
in Tehama County, is below 8000 feet 
or thereabouts. 


Oxnard Wildcat 
Drilling Steadily 


Southwest of Oxnard, Southern 
California Petroleum Corporation’s 
Merchants-Hartman No. 1. wildcat 
well continues to drill ahead beneath 
3000 feet. The drill site is on Section 
22-1n-22w. On the same section and 
near Point Hueneme, SCPC has loca- 
tion staked for its Petit No. 1 wild- 
cat. The drill site is a half-mile west 
of Oceanic Oil’s Petit No. 1 abandoned 
at 3016 feet in the summer of 1951. 





Cat Canyon 
Test Listed 


MJM & M Oil Company and Clyde 
Hall Drilling Company are preparing 
to initiate drilling with their Delaney- 
Tunnell No. 11-X test on Section 23- 
9n-33w in the Cat Canyon area, Santa 
Barbara County. East of Cat Canyon, 
Slick-Moorman Producing Company’s 
Palmer-Stendel No. 5 on Section 24- 
9n-33w is in from 3912 feet pumping 
initially nothing but wash oil. 


Sespe Wildcat 
Well Under Way 

On Section 28-5n-19w at Scspe, 
MacDonald Lynch is drilling at 1200 
feet with his Lynch-Sespe No. .’8-] 
wildcat venture. North of Rin<on, 
Intex Oil Company’s Delwiche-Dabney 
No. 1 wildcat on Section 36-4n-25 is 
making hole at 1620 feet. 





Shiells Canyon 
Well Taps New Zone 

The Texas Company has completed 
its Elkins No. 8 on Section 6-3n-19w 
in the Shiells Canyon field of Ventura 
County. The well started off from 
4790 feet flowing at the rate of 200 
barrels of 29.2 gravity oil a day. A 
one-location step-out to the south and 
on the other side of a fault from pro- 
duction previously developed, the new 
producer appears to have tapped a 
hitherto unknown zone. Contractor 
was Terminal Drilling Company. Up 
north in Alameda County, Texaco has 
abandoned its Foley No. 1 wildcat on 
Section 34-3s-le in the Foley Hills at 
6511 feet. 





Get Built-In Fire Protection 
with ARMCO STEEL BUILDINGS 





All-metal Armco Buildings are noncombustible. Sparks from near- 
by fires are no threat. And if fire starts inside, your Armco Building 


confines it. 


Interlocking STEELOx panel construction assures quick, easy 
erection, and low first cost. There is little or no maintenance— 
nothing to crack, warp or rot. An occasional painting keeps your 


Armco Steel Building neat and trim. 


Armco Buildings are available with clear span interiors ranging 
from 4 to 40 feet wide. Lengths are practically unlimited. Write 


us for details. 


ARMCO DRAINAGE & METAL PRODUCTS, INC. 


CALCO DIVISION 
2610 Seventh St. 
Berkeley 10, Calif. 


Armco Steel Buildings VW 
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6155 S. Malt Ave. 
Los Angeles 22, Calif. 
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OIL WELL HEATERS 


the most efficient by any standard! 


Thermactor Electric Heaters are pure resistance type 
with sealed ceramic insulated elements designed for 
maximum safe operating temperature. Heater Cable 
is 3 wire conductor properly sized to the heater and 
the well depth to give maximum efficiency. 


Years Ahead Features 
@ EFFICIENT AT ANY DEPTH Thermactor Heaters are 


now operating in Oil Wells from 400 to 5000 feet 


deep. 


\amey 





THERMAL 
21053 San Fernando Road 


| @ ECONOMICAL OPERATION Minimum “on time’ of 

| electrical energy is utilized to obtain the maximum 
oil production. Cycling Timer can cycle any fraction 
of an hour. 

@ EASY TO MAINTAIN Minimum supervision and 
maintenance is needed to insure continuous trouble- 
free operation. No bulky surface equipment or com- 
plicated operating mechanism 


Specific data on a Well will enable us to accurately predict 
results to be expected from the use of heat. We shall be 
| happy to send you copies of ‘Oil Well Data Questionnaire” 
from which we can predict results and recommend equipment 
required. No obligation of course. 


ACTIVATORS, INC. 


P.O. Box 102 
Saugus, California 
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Oakview Wildcat 
Drilling On Down. 

Near Wadleigh in Ventura County, 
Hancock Gil Company’s Wadleigh No. 
1 explorer on Section 30-4n-23w is 
making hole steadily ahead below 1200 
feet. Location is only a short distance 
from an earlier effort sponsored by 
Amerada Petroleum Corporation to a 
total depth of 3414 feet. The best this 
prior test could do was about 10 bar- 
rels of 32 gravity oil a day from the 


interval of 2093-2132 feet. 





San Ardo 
Test Digs 

Southeast of the San Ardo field, 
Sunray Oil Corporation’s Alexander 
No. 33-15 wildcat test is drilling ahead 
near 1500 feet on Section 15-23s-1le, 
Monterey County. Orville Drilling 
Company is guiding the destiny of the 
project. 


Airport Field 
Adds Fresh Oil 


The Texas Company, which discov- 
ered the Airport field on the northeast 
flank of old Signal Hill last February, 
has chalked up its fifth producer 
there. The company’s NCT-2 No. 3 
near the intersection of Wardlow 
street and Cherry avenue, at last re- 
ports was putting out 830 barrels of 
39 gravity oil a day from a depth total- 
ing 9014 feet. Big producers continue 
to be completed in the field in clock- 
like regularity and in consideration of 
this it has graduated into the state’s 
hot spot. Field men have pointed out 
that in not many months ahead Air- 
port production will climb to a point 
competing with yield in the Signal 
Hill field. Present output of Hancock 
Oil Company’s newest producer in the 
Airport field is more than 1000 bar- 
rels of oil daily through a 25/64-inch 
orifice from 8660 feet. It is known 
as Signal No. 54 and situated in the 
vicinity of where Walnut avenue and 
33rd street cross one another. In pass- 
ing, Texaco’s production on its 1040- 
acre lease in the municipal airport 
area has brought an important new 
source of revenue to Long Beach. Cur- 
rent yield is at the daily rate of 3688 
barrels from five wells, with three 
of these putting out about 1000 bar- 
rels a day each. The oil is selling for 
$3.13 a barrel at a royalty of 42.6 
per cent. Present income rate to the 
city from Texaco’s lease is $4,917 a 
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day or $147,510 a month. The city 
also is entitled to natural gas produc- 
tion without charge. The latest daily 
gas yield was 4,574,000 cubic feet. In 
the final analysis, developments in the 
airport area certainly run counter to 
unfounded and crapehanging §state- 
ments that California has no more oil 


to find. 


Sunset Beach Well 
Tapping New Zone 

Flowing daily 360 barrels of 25.6 
gravity oil, cutting 14 per cent, through 
a 20/64 orifice, was the latest report 
on Warren L. Meeker’s new Lomita 
Land Company No. 1 well on Section 
20-5s-llw at Sunset Beach. On a 
40-acre lease, the well is drawing from 
approximately 70 feet of zone open 
under 8070 feet. It is a quarter-mile 
northeast of Atlantic Oil Company 
production and evidently down struc- 
ture from the Burt Aston wells. On 
Section 13-5s-12w, Hancock Oil Com- 
pany is redrilling after milling window 
at 7412 feet in its Alamitos Land No. 
1. The venture was taken originally 
to 8976 feet, but failed to recover fish. 


















ote : 

F There once was a feller named Hays 
Who claimed that a smile always pays ¥ ' 
He toured the oil fields 
Cooking up “pig iron” deals, 
. And lived happily all of his days. 
oS 
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And what kind of “pig iron” was he 
selling? Why Web Wilson HYDRA 
HOOKS, Tongs, Elevators, Slips and 
Links. y%& But the biggest smiles in the 
Valley were from his customers who use 
TIGER TOOTH Tong Dies, the kind 
that DO GRIP and WON’T SLIP even 
on hardenéd wear subs or tool joints. 
% Wally Hayes is one of “Big .Ed” 
Plaugher’s boys, and a mighty easy fel- 
low to get acquainted with. Call Bakers- 
field 2-2376, and he’ll come a smilin’. 








Newport Flats 
Wildcat Fails 

At Newport Flats in Orange Coun- 
ty, the Sam B. Herndon, Operator, 
Stephens Community No. 1 wildcat on 
Section 32-5s-10w has been relegated 
to history at 6865 feet. East of Pla- 
centia, The Texas Company is drilling 
at 1600 feet with its Placentia Unit 
NCT-1 No. 1 test on Section 32-3s- 
9w. Pike Drilling Company is doing 
the chores. 


Torrance Test 
Awaiting Tools 

Temporarily suspended and await- 
ing heavier equipment is the present 
status of Bandini Petroleum Com- 
pany’s Chandler-Fort Bend No. 1 test 
on Section 35-4s-14w, immediately 
south of the Torrance field. Present 
depth is 4980 feet. 





Playa Del Rey 
Wildcat Drills 

Moving ahead is Edwin W. Pauley 
and Donald Frankel’s Hughes No. 1 
wildcat venture on Section 22-2s-15w 
in the East Playa Del Rey area. The 
project, near National and Lincoln 
boulevards, is being drilled direction- 
ally and is north of the Kidson No. 
1-1, taken down some years ago by 
30lsa Chiea Oil Corporation to 7418 
feet for a minor yield. 





Buena Park 
Test Drilling 

Standard Oil Company’s Buena 
Park wildcat, which has been on the 
tentative list for more than a year 
has been spudded-in and last was re- 
ported drilling several thousand feet 
below grass-roots. Known as Pacific 
Community No. 1 and on Section 26- 
3s-llw, the project is a short distance 
from where during past years The 
Texas Company and General Petrole- 
um Corporation drilled on several oc- 
casions without commercial attain- 
ments. It would not be surprising if 
Standard carried the current explorer 
to something like 15,000 feet. 





La Liebre 
Test Quits 

Following a final check with electric 
log, John Q. Tannehill’s Community 
No. 1 wildcat on Section 10-8n-17w 
at La Liebre in Los Angeles County 
faded out of the picture at 1325 feet. 
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Puente Test 
Set To Drill 

Near the busy intersection of Valley 
boulevard and Covina road, Louis H. 
Didier is all set to spud-in with his 
Didier-Hurley No. 2 wildcat on Sec- 
tion 10-2s-10w. 





Yorba Linda 
Wells Added 

Western Gulf Oil Company’s shal- 
low drilling campaign in the Yorba 
Linda field of Orange County has ac- 
counted for new fresh producers. Page 
No. 3 is in from 531 feet for 50 bar- 
rels a day and Y.L.U.E. No. 2 was 
completed at 625 feet for 23 barrels 
net daily. They are both on Section 
22-3s-9w. 
Corona Test 
Suspended 

Drilling’ has been temporarily sus- 
pended at 750 feet with North Star 
Mining & Development Company’s 
North Star-Temescal No. 1 prospect 
job on Section 2-5s-6w at Corona in 
Riverside County. Near Prado Dam, 
the Al Godfrey Drilling Company’s 
Zotiller No. 1 test on Section 29-3s-7w 
is still idle at 4725 feet. 





San Bernardino 
Wildcats Drill 

On the Mojave desert and just south 
of Apple Valley, Ord Drilling Com- 
pany’s Ord No. 1 exploratory well on 
Section 9-4n-3w continues to drill 





Sunray Oil Corporation’s RSF 127-6 being put down by Loffland Bros. in the Newhall- 





Tide Water Associated Oil Company's Lloyd No. 146 with a company rig handling the 
job in the Ventura field. Left to right: C. V. Rentfrow, driller; Lee Mashburn, cathead; 
N. M. Workman, derrick: L. J. Abel. racker: Bill Buckley, Eastman Oil Well Survey Co. 


Dave Henry, lead tong. 


below 2200 feet. Location is on the 
Circle M Ranch and financing of the 
well is said to be the responsibility of 
a Long Beach group of business men. 
In the Adelanto area, Adelanto De- 
velopment Corporation’s No. 1 wildcat 
on Section 7-8n-5w is down 3200 feet 
and moving deeper. 





What’s the difference between a girl 
running down the street and a sewing 
machine? 

A sewing machine has only one 


bobbin. 





\ ¥; 


Potrero field. Left to right, (front): Charles Eyler, derrick; W. A. Vaughn, toolpusher; 
N. G. Chirrick,. Huhges Tool Co.; (rear) P. J. Moore, driller: I. L. Thomas, mechanic: 
H. O. Boswell, cathead and J. W. Turk, lead tong. 
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SMITH-EMERY CO. 
Chemists—Engineers 
Established 1910 
Metals—Oils—Waters 
Analyzed and Tested 
Shipments Certified 
Tanks Strapped 
781 E. Washington Blvd. 
Los Angeles 21, Calif. 
Member 
American Council of Commercial 
Laboratories 








FOR SALE 


1954 Cessna, 195, equipped w/ 
Lear Exec. ADF, VHF, LF 
Marker Beacon, Dual landing 
lights, cross wind gear. Less than 
80 hrs. total time. This plane 
offered for sale due to the pur- 
chase of Twin Beech. 


Herley Supply Co. 

3040 Cherry Avenue 

Long Beach 7, Calif. 
Phone L. B. 41687 
or NEvada 62087. 


12/3lb 











FOR SALE OR LEASE 


Yard and office property. 2% 
acres land fenced, including gar- 
ages, warehouse, repair and shop 
building. 14,000 sq. ft. under 
cover—6 room office bldg.—all 
in Ist class condition. Terms. 
T & T Oil Company, 12326 
Lakeland Rd., Santa Fe Springs, 
Calif. Phone: OXford 61108. 
12/31b 
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Web Wilson Appoints Hilliard 
As Division Sales Manager 

Ben Hilliard has 
joined the Sales 
Department of 
Web Wilson Oil 
Tools, Inc., effec- 
tive December 15, 
1954, as Division 
Sales Manager 
headquartering in 
Los Angeles. No- 
mads and friends 
of Hilliard will recall his association 
with the Byron Jackson Co. for the 
past twenty years, during which time 
he served in the Mid-Continent, New 
York Export, and California areas. 

In making the announcement, B. M. 
Landis, Vice President and General 
Sales Manager of Web Wilson Oil 
Tools, stated: “Ben Hilliard’s appoint- 
ment represents another important 
step in our continued efforts to better 
sales and service. Together with Ray 
(Flash) Gorman, our Division Sales 
Manager at Dallas, Texas, Hilliard 
will be of great help to our Field Sales 
Agents as well as to our Supply House 
Jobbers, Drilling Contractor and Oil 
Operator customers.” 








Los Angeles Executives 
Form Quarter Century 
Metals Club 


Selecting the Quarter Century 
Metals Club as their organizational 
name, a group of pioneer Los An- 
geles and Orange County metal- 
working executives have formed one 
of the most unique clubs in the 
West. 

In view of the phenominal indus- 
trial growth of the Los Angeles 
Metropolitan Area during the past 
25 years, those who have been con- 
tinuously engaged in the Metal 
Industry for that period or longer, 
enjoy a distinctly exclusive posi- 
tion in the western industrial em- 
pire. 
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These people have something in 
common, something to be cherished. 
They have been a part of the growth 
of the Industrial West from its in- 
fancy to the unprecedented position 
it now commands. 

Membership in the club is limited 
specifically to men who have served 
in an executive capacity for at least 
25 years with Los Angeles and Or- 
ange County firms engaged in the 
manufacturing or processing of 
metals. The club motto is simply 
Fellowship and there are no assess- 
ments, no dues, and especially no 
formalities. Currently there are over 
120 members in the organization. 

Meetings are held periodically for 
the sole purpose of enjoying an eve- 
ning of social kibitzing and remi- 
niscing. 

Directors of the Quarter Century 
Metals Club include— 

Delbert Axelson, retired, Axelson 
Manufacturing Co. 

William Batchelor, General Man- 
ager, General Electric Co., Ontario. 

W. A. DeRidder, retired, General 
Metals Corp. 

W. W. Farrar, 
Farbest Corp. 

Robert Gregg, Foundry Manager, 
Reliance Regulator Division, Amer- 
ican Meter Company. 

Jim Griffin, President, James H. 
Griffin Co. 

Earle V. Grover, President, Apex 
Steel Corp., Ltd. 

Ott Hammer, President, Security 
Engineering Division, Dresser Op- 
erations, Inc. 

Earle M. Jorgensen, 
Earle M. Jorgensen Co. 

Lloyd D. Kay, President, Kay- 
Brunner Steel Products, Inc. 

J. C. Meyer, General Partner, Sny- 
der Foundry Supply Co. 

K. T. Norris, President, Norris- 
Thermador Corp. 

Morris B. Pendleton, President, 
Plomb Tool Company... 

John B. Rauen, Chairman of the 


Vice President, 


President, 


Board, United States Spring & 
Bumper Co. 

Alden G. Roach, President, Col- 
umbia-Geneva Steel Division, U.S. 
Steel Corp. 

Lionel J. Soracco, Manager of 
Sales, Bethlehem Pacific Coast Steel 
Corp. 

J. D. Spalding, Works Manager, 
The National Supply Company. 

R. A. Stumm, President, Southern 
Pipe & Casing Company. 

Reese H. Taylor, President, Union 
Oil Company of California. 

C. B. Tibbetts, President, L. A. 
Steel Casting Company. 





Walton Appointed Executive 
Vice-President of Ideco 

The promotion of George W. Wal- 
ton to Executive Vice President of 
the Ideco Division of Dresser Equip- 
ment Company, one of the leading 
manufacturers of oilfield drilling and 
well-servicing equipment, is announced 
by J. B. O’Connor, Executive Vice 
President of Ideco’s parent company, 
Dresser Industries, Inc., Dallas, Texas. 
In addition to his overall administra- 
tive responsibilities, Walton, as here- 
tofore, will concentrate on both do- 
mestic and foreign sales. 

Widely. known throughout the oil 
industry both here and abroad as 
“Jack,” Walton is a native Texan, 
born in Belton, Texas, and educated 
at the Rolla School of Mines where he 
studied Mining Engineering. 

Entering the petroleum industry 35 
years ago as an oil company purchas- 
ing agent, Walton later served as sales 
and export representative for various 
oilwell equipment companies. He was 
one of the pioneers in export sales of 
oilfield equipment and was one of the 
first to set up headquarters abroad in 
London, England, and other countries. 

One of the industry’s most traveled 
executives, Walton’s long career in- 
cludes executive export sales and man- 
agement assignments to the four cor- 
ners of the world that have taken him 
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George W. Walton 


the equivalent of 28 times around the 
world by air. 


Always active in the promotion of 
the industry, Walton is a former pres- 
ident and founder member of the 
Board of Regents of the Tulsa Chap- 
ter of The Nomads, an international 
organization of oil equipment sales 
representatives and oil men who have 
seen foreign service in the perform- 
ance of their work or in the interests 
of the petroleum industry. Walton also 
assisted in the establishment of the 
Southwest Purchasing Agents As- 
ssociation of Dallas, Ft. Worth and 
Shreveport and was a delegate from 
the Ft. Worth Association to the first 
national convention of the Purchasing 
Agents Association. 


Other important trade and industrial 
affiliations include active membership 
in the Petroleum Equipment Suppliers 
Association, American Petroleum In- 
stitute, Independent Producers Asso- 
ciation of America, National Associa- 
tion of Manufacturers, American As- 
sociation of Oilwell Drilling Contrac- 
tors, Export Club and Petroleum Pro- 
duction Pioneers. 


Walton is a Shriner and belongs to 
Kappa Sigma fraternity. He is also 
a member of the New York and the 
Dallas Athletic Clubs, Dallas Petrole- 
um Club, Dallas Engineers Club, Dal- 
las Chamber of Commerce, Brook Hol- 
low Golf Club, Tulsa Club and the 


Tulsa Engineers Club. 
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Le Roi Makes Permar 
Field Sales Manager 


Le Roi Division of Westinghouse 
Air Brake Company in Milwaukee, 
has named Don S. Permar to the 
newly created post of field sales 


manager. General sales manager 


Jack E. Heuser said that Permar 
will have overall responsibility in 
managing the Le Roi field sales 
organization. 





Don S. Permar 


The Le Roi Division is respon- 
sible for the marketing of Westing- 
house industrial compressors, Le 
Roi portable compressors and the 
Tractair, in addition to front end 
loaders, concrete mixers, and heavy 
duty gasoline engines. 

Permar moves on from his posi- 
tion as sales manager of stationary 
air compressors. He served for five 
years in the Army Air Force after 
attending Carnegie Institute of 
Technology. In 1945 he joined 
Westinghouse Air Brake as a pneu- 
In the fall of 1946 
Permar became a special representa- 
tive for the Industrial 
Division. 


matic engineer. 


Products 


Le Roi district sales offices are 
located in New York, Atlanta, 
Cleveland, Milwaukee, Tulsa, and 
San Francisco. Permar will pro- 
vide administrative liaison between 
the factory and field sales staffs 
headquartering in those cities. 





Mohr Named Coast 
Mgr. for Baroid 


Mr. E. L. Mohr, Jr., has been ap- 
pointed Manager, Pacific Coast Divi- 
sion of Baroid Division, National Lad 
Company, it was announced by Mir, 
G. B. Coale, General Manager. 





E. L. Mohr, Jr. 


Mr. Mohr succeeds Mr. W. L. Hea- 
ter who is appointed Assistant to the 
Manager Drilling Mud Department. 
Mr. Mohr joined Baroid as a Well 
Logging Engineer in August, 1941, 
and was transferred to the Drilling 
Mud Department on November 18, 
1943, as a Service Engineer. 

During his employment at Baroid, 
Mr. Mohr has served as District Su- 
perintencent ; General Superintendent, 
Pacific Coast Division; and Assistant 
Manager, Pacific Coast Division. 

In his new assignment, Mr. Mohr 
reports directly to the Manager, Drill- 
ing Mud Department. 


Harry Morrison, who has been 
named assistant general manager of 
the Western Oil and Gas Association, 
has been paid tribute by the Los An- 
geles City Council. A resolution by 
Councilman Harold A. Henry pointed 
out that in his seven years as general 
manager of the Los Angeles Down- 
town Business Men’s Association, 
Morrison worked with the council and 
city departments in»the successful de- 
velopment of many civic projects. 
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National Public Relations 
Manager Appointed By Tide 
Water Associated Oil 

Charles N. Pollak has been ap- 
pointed Manager of the Public Rela- 
tions Department of Tide Water 
Associated Oil Company, it was an- 
nounced recently by D. T. Staples, 
President. 





Charles N. Pollak 


In this post, a new one, he will 
plan, develop and coordinate the 
Company’s national public relations 
activities. His headquarters will be 
in San Francisco. 

A native of Bronxville, N. Y., and 
a graduate of Harvard, Pollak 
served as a United Press Corre- 
spondent in Buenos Aires, Argen- 
tina and at United Nations, N. Y. 
He spent two and a half years with 
Creole Petroleum Corporation’s 
Public Relations Department in 
Caracas and Maracaibo, Venezuela. 

More recently, he was Managing 
Editor of Petroleum World and Oil, 
Los Angeles, and subsequently Pa- 
cific Coast Editor of National Petro- 
leum News and Oilgram News Serv- 
ice. He also was a lecturer on Latin 
America at the University of South- 
ern California. 


New Years Day was a gala day for 
Ed Pauley and his many friends. Fol- 
lowing brunch at Ed’s Beverly Hills 
residence, Pauley and guests all were 
conveyed by specially-chartered limou- 
sine fleet to the Rose Bowl football 
game. 
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Anthony Advances at 
Kaiser Steel 


Mark T. Anthony was named as- 
sistant manager, Central District 
Sales, for Kaiser Steel Corporation, 
effective January 1, 1955, it was an- 
nounced by C. L. Emerson, Jr., Gen- 
eral Sales Manager. His offices will 
be at 285—17th Street, Oakland. 


Mark T. Anthony 


Anthony joined Kaiser Steel in 
1946 as assistant to the market con- 
sultant. Until this new appointment, 
he has been serving as assistant di- 
rector, General Planning. Previous- 
ly he was with Congoleum-Nairn as 
office manager and sales representa- 
tive. 

A native of Oakland, Anthony was 
educated in Oakland public schools. 
He is a graduate of Stanford, with a 
degree in economics. 

Active in community and civic af- 
fairs, he is a member of the Oakland 
Kiwanis Club. Professional affilia- 
tions include membership in the 
American Statistical Association. 

During 1942-46, Anthony served 
with the Signal Corps as an air- 
borne-radio repairman on an over- 
seas B-29 airbase. 

He lives with his wife and two 


children at 5336 Hilltop Crescent, © 


Oakland. 


Charles A. Perkins, assistant chief 
engineer at the Shell Chemical Plant 
in Pittsburg, Calif., has been trans- 
ferred to the company’s home office en- 
gineering department in New York. 


Ahlskog Appointed Treasurer 
By Jorgensen Steel 


Harold H. Ahlskog has been named 
treasurer of the Earle M. Jorgensen 
Co., steel and aluminum distributors. 
From the firm’s home office in Los 
Angeles, he will handle its financial 
activities and direct credits and col- 
lections in all plants. The appointment 





Harold H. Ahlskog 


was made upon his recent return from 
a year’s leave of absence. 

Ahlskog, a California licensed pub- 
lic accountant, joined the Jorgensen 
company in 1937, and since then has 
served as credit managér and:.assistant 
treasurer. He is active in the Credit 
Managers Association of: Sotithern 
California, having served on its beard 
of directors. ie 

The Earle M. Jorgensen Go. is the 
largest distributor of steel and alumi- 
num products in the west and south- 
west, maintaining complete stocks at 
Los Angeles, Oakland, Houston, Dal- 
las and Tulsa. Activities in Los An- 
geles also include,a ‘forging plant and 
complete facilities for slitting and lev- 
eling sheet and strip products. 


« Sih eee 

A full and interesting explanation 
of operations at Elk Hills Naval Pe- 
troleum Reserve Unit 1 was given by 
R. H. Adams, Unit petroleum engi- 
neer, at the recent dinner meeting of 
the Geological Society in Bakersfield. 
Adams reviewed unit activity during 


1945 to 1954. 
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California AAODC 
Committees Named for 1955 

Following the first meeting of The 
American Association of Oil Well 
Drilling Contractors, California Chap- 
ter, for the fiscal year 1954-55, Chair- 
man Stanwood I. Williams, President 
of Thomas P. Pike Drilling Co., Los 
Angeles announced the appointment of 
the following committee chairmen for 
the coming year: Harry Hillman of 
California Production Service Com- 
pany, Safety; W. D. “Bill” Tetsch of 
Terminal Drilling Co., Programming ; 
Harry Buchanan of Bell & Burden, 
Inc., Membership; Mitchell Erwin of 
Dunlap and Graham, Education; and 
J. F. Tolton of Thomas P. Pike Drill- 
ing Co., Insurance and Taxation. 

“The recent AAODC Convention in 
Los Angeles,” says Williams, “has 
given the California Chapter new in- 
centives for the work of the coming 
year. The directors are planning a 
comprehensive program of study and 
development which will help: to stand- 
ardize management practices in the 
drilling industry for greater efficiency 
and lower costs.” 


Guests honored at the recent dinner 
of Standard Oil Company’s pipeline 
department were winners of service 
pin awards. Those in attendance at 
the meeting, which was held in Bakers- 
field, included R. K. Paine, San Fran- 
cisco manager of the pipeline depart- 
ment, C. D. Ball, central district gen- 
eral superintendent and E. J. Hyde, 
superintendent. Also on hand were 
five immediate supervisors of those 
honored, namely A. K. Baldwin, F. A. 
Smith, J. E. McGuire, H. C. Roati 
and D. W. Grindlay. Forty-year pins 
were presented to B. W. Johnson and 
P. J. Mahoney, 35-year to Frank Cer- 
venka and J. A. Pesante, 30-year to 
E. A. Cooch, Joe Actis, George Rum- 
baugh, Harry Newbury, William 
Keay, E. F. Shurtz, P. J. Woolsey, 
Noel Dodd, H. A. Hollick, Edgar See- 
linger, A. C. Fregeau, J. W. Helsel and 
G. O. Plummer. Twenty-year pins 


were awarded George Schmitt, C. W. 
Garrison, J. L. Lathrop, H. F. Cum- 
mins and Frank Uhler. Ten-year pins 
went to F. O. Johnson, C. D. Ozanich, 
R. L. Stanton, A. E. Weatherly and 
E. H. Schey. 





International guests at the December 8th meeting of the Los Angeles Chapter of Nomads. 
Left to right, standing:—H. D. Borger of Creole Petroleum Co. from Venezuela; Patricio 
del Solar of ENAP from Chile; Bill Lance of I.P.C. from Iraq: John Boreta of Texas 
Company from Venezuela; Jorge Gromsch of ENAP from Chile: Chas. T. Reichert of 
National Supply Co. back from England. Seated:—Paul G. Reed of Texas Company 
from New York; Frank Dejarnett of LP.C. from Iraq: Louis Ramette of CFP(A) from 
Algeria: Roland Montaigu of CSP(C) from Canada; Tony Schumacher of Shell from 
Venezuela; Roy Bounds of Std.-Vac. from Sumatra. 
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Richardson Joins Baroid 

Mr. H: L. Richardson, Jr., wa: re- 
cently appointed Credit Mani ger 
for the Baroid Division, Naticnal 
Lead Company. The appointment 
was announced by Mr. Geo. B. 
Coale, General Manager. 





H. L. Richardson, Jr. 


Mr. Richardson graduated from 
the University of Houston with a 
degree in Business Administration. 

Prior to his joining Baroid, Mr. 
Richardson was employed by 
Schlumberger Well Surveying Cor- 
poration as assistant Credit Man- 
ager. 


Ted S. Petersen, Standard Oil Com- 
pany of California president, and Tal- 
bet: Widman; Texas. oil‘operator, were 
armong. guests~ at. the luncheon: given 
recently at Hillsborough near San 
Francisco by Lieutenant General Delos 
C. Emmons. 





Mayor Adolph Kirschenman of 
Shafter, owner of extensive San Joa- 
quin Valley oil lands, pulled the switch 
which lit up the town of Shafter as a 
climax to a big Christmas party. 





Appointment of Arthur B. Bakalar 
as director of Shell Development Com- 
pany’s patent division has been an- 
nounced. He succeeds Bernard J. Gra- 
tama, who retired at the end of 1954 
after 29 years of service. Bakalar 
started with Shell as a patent attorney 
in San Francisco 24 years ago. He 
was named assistant manager of the 
patent department in 1943 and asso- 
ciate director of the patent division in 
1951. 
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California Operators 
Foresee Opening of 
Tidelands to Full 
Development 

Oil men throughout the state antici- 
pate action in the next session of the 
Legislature to amend present laws to 
permit and encourage full-scale oil 
development of tidelands. 

The Western Oil and Gas Associa- 
tion in its booklet, “California’s Off- 
shore Oil,” reminds operators that the 
law as it stands today does not allow 
the issuance of oil and gas leases on 
state-owned tide and submerged lands 
unless such ground is being drained 
or threatened with drainage by wells 
on adjacent lands. 


So far, the association noted, under 
the terms of these rigid restrictions, 
only 22,207 of the 2,000,000 sub- 
merged acres owned by the state are 
under lease. 

As relates to all phases of state econ- 
omy, it is obvious that intelligent and 
informed persons in all lines of en- 
deavor regard full development of off- 
shore lands as primarily in the public 
interest. 


All in the petroleum industry and 
in many quarters outside the industry 
are well acquainted with the fact that 
California has reached a point where 
not enough oil is being produced to 
satisfy its own consumptive demands. 


Moreover, in recent years it has been 
necessary to import oil to bolster state 
supplies. 


No royalties accrue to the state from 
incoming oil, but oil developed in the 
tidelands would bring California huge 
sums. 


Present law also forbids the build- 
ing offshore of drilling platforms or 
other structures, except on filled land. 


However, suggested legislation 
would propose amendments to author- 
ize construction of drilling islands off- 
shore. Such well locations promote 
maximum production at minimum 
costs. 


Slanted wells normally cannot reach 
depths possible of attainment by verti- 
cal holes and at the same time often 
are beset with complex mechanical 
problems. 

Operators are also looking to the 
future when attempts may be initiated 
to drill and develop oil beyond the 
three-mile limit. 

In addition to permanent islands as 
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well sites, submerged lands might be 
explored by drilling barges, which 
could be moved up and down the coast. 

The American Petroleum Institute 
not long ago told about a drilling barge 
with a drilling capacity of 20,000 feet 
and submersible to the bottom of 40 
feet of water. 

It is designed for use in drilling for 
oil where hazards of wind and wave 
must be met. 

Approximately 200 feet long, it is 
a completely integrated unit with liv- 
ing quarters for the crew, as well as 
intricate drilling equipment and other 
ingenious devices called for by the 
special operations it will conduct. 

It has been explained that pipe from 
a well completed by a barge could be 
held above water by some sort of a 
stilt arrangement. 

Of considerable interest is the fact 
technique associated with offshore 
drilling is improving almost daily and 
no one can foresee what new methods 
may be found to bring oil from the 
vast storehouses beneath the ocean 
floor. 

Dr. Kenneth O. Emery, University 
of Southern California geology pro- 
fessor, has pictured sediments on the 
ocean bottom off the Southern Califor- 
nia coast as exactly like those which 





millions of years ago filled an ancient 
under-water basin on which Los An- 
geles now stands. 

He concluded that the success of oil 
wells on land indicate that oil also 
will be found far out to sea. 

By action of the Legislature some 
years ago, several communities were 
given right to their tidelands for three 
miles. Included were Long Beach, 
Newport Beach, Redondo, Laguna 
3each, Santa Monica and Los Ange- 
les at Venice. 

On the subject of submerged lands 
development, President T. S. Petersen 
of Standard Oil Company of Califor- 
nia, lately remarked: 

“The oil industry fought for years 
to win undisputed title to the tidelands 
and it is generally believed that suc- 
cessful outcome of the fight carries 
with it an obligation to use the advan- 
tage gained to the fullest extent under 
the banner of free enterprise.” 

It goes without question, the West- 
ern Oil and Gas Association empha- 
sizes, that legislation proposed at the 
forthcoming legislative session will be 
designed to permit and encourage off- 
shore oil production in such a manner 
as will protect beaches, ports, harbors, 
recreational areas and shoreside resi- 
dential and commercial properties. 


New members of the Los Angeles Chapter of Nomads are shown their certificates of 
membership after their induction on December 8th. Left to right—Ox Morgan of Falcon 
Products, Inc., Sergeant-at-Arms; Bill Huskey of Hillman-Kelley; Sandy Sanderson of 
E. H. Edwards Company: Norman LeRoy of Shaffer Tool Works; and Joe Schlarb of 
Chiksan Company, Ritual Master. 
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W. S. Smith Joins 
Petroleum Maintenance 


W. A. Thompson Jr., General 
Partner and Manager of Petroleum 
Maintenance Company in Long 
Beach, California, recently an- 
nounced the appointment of W. S. 
Smith as Chief Engineer of that 
firm. In this capacity Smith will 
not only be directly responsible for 
sales engineering and personnel re- 
lations, but he will also act as ad- 


ministrative assistant to Thompson. 


d os 


W. S. Smith 


Scott Smith comes to PEMCO in 
the midst of a career in oil refinery 
work which has been highlighted 
by numerous commendations for 
achievement. During the past 31 
years he has held responsible posi- 
tions which embraced all phases of 
the work he will direct in his ca- 
pacity as Chief Engineer of Petro- 
leum Maintenance Company. Be- 
fore joining PEMCO, Smith was 
with Wilshire Oil Company, Inc. 
As their Chief Engineer, he has 
complete charge of construction and 
maintenance operations for all pipe 
line, storage and refinery facilities. 


In announcing Smith’s appoint- 
ment, Thompson pointed out that 
this valuable addition to the staff 
will enable PEMCO to provide even 
greater service to its clients. 
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J. B. Gill Co. Constructing New 
$1 Million Forge Plant in 
South Fontana, California 
For Pacific Forge, Inc. 


The J. B. Gill Company of Long 
Beach, California has been awarded 
a contract for engineering and con- 
struction of a million dollar forge 
plant in South Fontana, California 
for Pacific Forge, Inc. The plant 
will be located on the Southeast 
corner of Etiwanda and Slover Ave- 
nues in the South Fontana area. 

It will be the newest addition in 
the growing industrialization of San 
Bernardino County, and was ob- 
tained through the efforts of County 
Industrial Director Arthur B. Groos 
and Morris Mead, Chairman of the 
Fontana Chamber of Commerce, In- 
dustrial Committee. 

Pacific Forge, Inc. is a subsidiary 
of Pacific Valve, Inc., largest manu- 
facturer of steel valves on the Pa- 
cific Coast. It supplies the parent 
company with forgings, as well as 
the oil and aircraft industries. 

Production of forgings is sched- 
uled to begin shortly after January 
15th through expediency of the J. 
B. Gill organization in preparing 
plans and specifications. Commence- 
ment of the work is already under 
way. 

The J. B. Gill Company main- 
tains offices in Long Beach, Calif., 
Tulsa, Oklahoma and Calgary, Al- 
berta, Canada. The Canadian divi- 
sion has recently completed three 
pumping stations on the Trans- 
Mountain crude oil line. Edmonton, 
Alberta to Vancouver, B. C. and the 
Inter-provincial line at Regina, Sas- 
katchewan. The Gill organization is 
one of the oldest engineering and 
construction concerns in Southern 
California having served the petro- 
leum, petro-chem, chemical indus- 
tries, utilities and heavy industrials 
for the past thitry one years. 


Santa Fe Springs 
Wildcat Scheduled 


St. Anthony Oil Corporation, which 
is drilling Smith-Mizner No. 1 test 
southeast of Santa Fe Springs, is plan- 
ning to extend its wildcatting in the 
general area to north of the field. The 
forthcoming test will be located near 
Whittier and La Mirada roads. 





Techno Instrument Co. 
Appoints Hill & Christopher 
Advertising Agency 


Glenn Grosjean, general manager 
of Techno Instrument Company, an- 
nounced the appointment of Ilill 
& Christopher advertising agency in 
Los Angeles to direct the company’s 
advertising and sales promotion. 

The Techno Company manufac- 
tures the Magnetic Mirragraph Sys- 
tem for seismic surveys. New mod- 
els feature a hand-portable, com- 
pletely integrated system. 


“Chalk Rock Oil” by C. R. Jordan, 
an 8-page illustrated article on primary 
and secondary recovery through mod- 
ern methods from the Annona Chalk 
in the Pine Island Field of Caddo Par- 
ish, Louisiana, is the lead article in 
the 4th quarter issue of “Tomorrow’s 
Tools—Today!”, published by Lane- 
Wells Company. 

“Below the Ellenberger” by Aaron 
W. Cook, a story of a prolific area in 
West Texas and “Lane-Wells Corre- 
lation Study of Southeastern Kansas” 
by Jack Cruce are likewise of interest 
to oil men. Copies of “Tomorrow’s 
Tools—Today !”’ may be obtained with- 
out cost from Lane-Wells Company, 
5610 South Soto St., Los Angeles. 


Why We Believe in Safety 


(Continued on Page 6) 


support, a safety program. We know 
beyond doubt that a well conceived 
and well administered safety pro- 
gram will achieve success; we will 
always measure results against per- 
fection, but temporary failure to at- 
tain perfection will not affect our 
determination. 

Success in our efforts will bring 
benefits to the individual, his family, 
his work group, his employer, and 
society in general. In this, everyone 
wins, nobody loses. That’s why we 
believe in safety. 

Talk given before Oil Industry 
Regional Safety Conference at Santa 
Barbara, Calif., Dec. 1 and 2, 1954. 


“Whoopee! My girl friend finally 
said ‘yes’ last night.” 

“Congratulations! When’s the wed- 
ding !” 

“What wedding?” 
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Canada 

A four-way combine of Delhi- 
Husky-Phillips-Richfield have com- 
pleted the No. 1 Bone Creek, Sas- 
katchewan Jurassic discovery pump- 
ing an allowable of 118 barrels oil per 
day from a 26 foot interval below 
4390 feet. The oil is 24.5 gravity. 
The success is located about six miles 
northwest of the South Illerbrun Ju- 
rassic pool on a 238,920 acre crown 
lease. Canadian Delhi Oil Ltd., Husky 
Oil and Refining Co. Ltd. Phillips 
Petroleum Co. and Richfield Oil Corp. 
each share 25 per cent in the venture 
which may prove to be the most pro- 
lific yet discovered in the general Shau- 
navon-Swift Current area. 

The first important oil show in Brit- 
ish Columbia is the apparent discovery 
at Northern Foothills Agreement’s 
No. 1 Boundary Lake, northeast of 
Fort St. John, B.C. The syndicate has 
recovered 34 gravity oil at a rate of 
eight barrels per hour from a Triassic 
dolomite logged at 4060 feet. Socony 
Vacuum Oil Co. of Canada Ltd., Ca- 
nadian Gulf Oil Co. Ltd., Texaco Ex- 
ploration Co. and Shell Oil Co. of 


Canada form the Northern Foothills 
Agreement syndicate. 

British Columbia has had two pre- 
vious oil shows. One well was sus- 
pended as non-commercial while the 
second was completed as a gas well 
at West Buick Creek. The apparent 
discovery is located in the Peace River 
Basin, two miles west of the Alberta 
boundary. 

Production of “gas ice,” solid car- 
bon dioxide at the well-head will begin 
shortly in Saskatchewan. Gas-Ice 
Corp., Vancouver, B.C., will shortly 
begin utilizing the carbon dioxide from 
the No. 4-31 Battle Creek, three miles 
southeast of Consul, Sask. The com- 
pany will convert the carbon dioxide 
to liquid form for the soft drink and 
fire extinguisher industry. The solid 
CO, “gas ice’ will be sold as a low 
cost refrigerant to the farming, truck- 
ing, railroad and ice cream industries. 

The carbon dioxide was discovered 
three years ago during a search for 
oil at 4-31 Battle Creek. Natural gas 
was discovered at 4200 feet, carbon 
dioxide at 5700 feet and nitrogen at 
7300 feet. There was no oil. The well 
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has since been shut-in pending a use 
of the carbon dioxide. The carbon 
dioxide is formed from the actions of 
the acids on limestone. 





North Dakota 

Amerada Petroleum Corp. has com- 
pleted its tenth Madison producer in 
the Fryburg field: The No. 1 Symi- 
now is shut in waiting to be placed 
on pump after swabbing 91 barrels 
of oil and 92 barrels of water in 24 
hours. A four hour test of the Heath 
sand interval 8153-8169 recovered 
3500 feet of 38.2 gravity oil with no 
water but the well was drilled deeper 
to the Madison and completed in that 
limestone because of lack of market 
for the generally low gravity Heath 
sandstone oil. 

In eastern North Dakota two more 
shallow wildcats have been abandoned. 
Calvert Exploration has abandoned 
No. 1 Rau, Stutsman County at 4100 
feet, the last of six tests drilled on 
acreage farmed out by Atlantic Refin- 
ing Co. and Northern Natural Gas Co. 
In Pierce County, Wakefield Drilling 
has abandoned No. 1 Christenson at 
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3558 feet in the Nisku. 

The North Dakota Public Service 
Commission is again hearing testimony 
on application of the North Dakota 
Natural Gas Transmission Co. to sup- 
ply Fargo, Grand Forks and other 
eastern North Dakota cities with nat- 
ural gas from the Tioga field in west- 
ern North Dakota. The project has 
had an involved history before the 
commission, which once granted ap- 
proval upon conditions, several of 
which the company said it could not 
accept. It requested the commission 
to modify them but the commission 
refused. The commission then agreed 
to the present hearings when the com- 
pany revised its plans. The project, 
when constructed, will cost in excess 
of $11,000,000. 


Montana 

Two wildcat tests have been staked 
in the disturbed belt east of the moun- 
tain front in Glacier County. Carter 
Oil Co. will test the Devonian expected 
at 5920 feet at No. 1 Thelen-2, Land- 
slide Butte area. The test is one mile 
north of the Carter-Union Oil Co.’s 
No. 1 Tribal 544. Although this test 
was abandoned without established 
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commercial production, its recovery 
of oil in the lower Mississippian is 
considered one of the most significant 
developments of the Montana explora- 
tory year. 


Latest test staked in Glacier County, 
where there has been an active leasing 
and seismic play this year, is Union 
Oil Co.’s No. 1 Tribal, in the Brown- 
ing Area. It is scheduled to go to the 
Madison at 11,500 feet. The test site 
is on Blackfeet Indian acreage ac- 
quired for a bonus bid of $135.53 per 
acre late last spring. The location is 
five miles east of Glacier National 
Park and eight miles south of Brown- 
ing. 

George J. Greer Trustee has con- 
firmed the discovery of the first gas 
in the northeast portion of the Powder 
River Basin. The operator has sub- 
stantiated the rumors that No. 1 Allen, 
Pumpkin Butte area, Powder River 
County, drilled as strat test, was com- 
pleted with a flow of 15,000,000 cubic 
feet per day from the Eagle sand. The 
rumored discovery triggered a lease 
play in this quarter of the basin extend- 
ing from the Montana-Wyoming state 
boundary north into Custer County. 
Some companies have reportedly paid 





as high as $12 per acre for hol: ings 
near the discovery. The operator j lang 
further stratigraphic and develop: ent 
drilling. The gas is dry with a nigh 
BTU rating. It is primarily methine. 

Shell Oil Co. is now shipping c: ude 
from its Pine and Cabin Creek tield 
of Fallon County to a railroad loacing 
dock near Glendive via a_ receutly 
completed 12-inch, 34-mile line. The 
pipeline replaces truck hauling from 
the field. The oil is moved by railroad 
tank car to Frannie, Wyo., to euter 
the Platte Pipeline with the ultimate 
destination the Shell refinery at Wood 
River, Ill. The line could conceivably 
become a segment in a Williston Basin 
pipeline, Shell officials have said. 

Monoco Oil Co. has staked two ad- 
ditional wells in the East Baker area, 
Fallon County. The company has also 
officially announced a pump and flow 
gauge of 495 barrels per day at No. 1 
Goldin-Ferguson. The producing hori- 
zon is the Red River formation and 
the company has announced the possi- 
bility that the trap may be strati- 
graphic. If so it is the first one dis- 
covered east of the Cedar Creek anti- 
cline. 

In the Broson area, Richland Coun- 
ty, Sun Oil Co. and Richfield Oil 
Corp. have staked a joint venture at 
No. 1 Dennis Dynneson. It will be an 
Ordovician test. In this same general 
area Sun drilled the No. 1 Dynneson 
as an Ordovician discovery while No. 
2 Dynneson was a Madison discovery. 





Wyoming 

Gas discoveries have taken a lead 
over oil discoveries recently in Wyo- 
ming. There have been three recent 
gas discoveries, two of them in Carbon 
County, offering a potential supply to 
a planned Colorado Interstate line 
which will traverse southern Wyom- 
ing from Rock Springs to Denver. 
Its construction will begin in early 
1955. 

In the Savery area of Carbon Coun- 
ty Woodard Oil has completed a shal- 
low Mesaverde discovery at No. 1 
Boyer. The test flowed 5,000,000 cubic 
feet per day from the interval 1034- 
1057 feet. It is shut in for market. 
The discovery is two miles east of the 
Savery Unit where Carter Oil Co. 
drilled a shallow Mesaverde discovery 
in early 1954. Their No. 2 Unit is still 
testing. 

West of the Savery discovery, a 
stray sand in the Lewis shale has pro- 
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duced a flow of gas at a rate of 2,800,- 
000 cubic feet per day for Phillips Pe- 
troleum at No. 1 Govt., South Baggs. 
The test was drilled to total depth 8580 
feet, plugged back to 4815 feet. The 
producing interval is 4692-4720 feet. 
An initial flow of 734,000 cubic feet 
per day was increased to 2,800,000 
cubic feet following a sandfract and 
acid treatment. 

In the Green River Basin General 
Petroleum Corp. has established gas 
production in the first Frontier sand 
at No. 73x-31, Tip Top, Sublette 
County. The production is 768,000 
cubic feet per day. There were non- 
commercial shows in sands below the 
first Frontier. The discovery is nine 
miles northwest of LaBarge. 

Oil-wise, Trigood Oil Co. has estab- 
lished production from the Phosphoria 
at No. 1 Meeteetse Unit. The discov- 
ery, on the west flank of the Big Horn 
Basin, pumped 100 barrels oil per day 
from perforations 11, 234-11, 254 and 
11,265-11,278 feet with total depth 
11,471. It is six miles north of Little 
Buffalo Basin which produces in the 
Phosphoria at 4250 feet and the Ten- 
sleep at 4450 feet. 


The Wyoming segment of the Den- 
ver Julesburg Basin, which has not 
enjoyed the exploratory success of the 
Nebraska and Colorado portions in the 
past two years, has a new venture 
staked. F. R. Anderson will test the 
J sand at 6900 feet at No. 33-D-24, 
Torrington, Goshen County. This is 
the second test now drilling in this 
northwest quadrant of the basin. An- 
derson and Loomis are coring at 8400 
feet at No. 1 Gross in Laramie 
County. 


Two more tests have been added to 
Weston County exploratory efforts. 
Curtis Kinard has staked No. 1 Govt., 
with two dry holes separating it from 
the Mush Creek field. No objective 
has been announced. American Leduc- 
Penn-Canadian is moving in at No. 1 
Lodgepole. This test is seven miles 
northwest of the True and Brown— 
R. H. Fulton 800 barrel discovery in 
the Rochelle area. 


In the Green River Basin, Phillips 
Petroleum Co. has located No. 1 Dan- 
iels Unit to test the Mesaverde at 8500 
feet. It is ten miles west of the Stano- 
lind Oil and Gas Co.—Murphy Oil 
Co. No. 1 Pinedale Unit, drilled in 
1949 as a 7797 foot Fort Union 
failure. 
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Five companies, seeking the backing 
of a majority of the operators in the 
field, explained the contracts for a 
supply of gas under which they 
would erect a gasoline extraction 
plant in the Greater Clareton field, 
at a recent meeting of the North- 
eastern Wyoming Oil Produc- 
ers Association. The various plans 
call for erection of a plant capable 
of using 25,000,600 cubic feet per day. 
It is estimated that 80,000,000 feet of 
gas per day is being flared in the field 
for lack of economic outlet. There is 
only one plant contemplated and the 
five companies are, in effect, bidding 
for the right to erect it. The oil pro- 
ducers took no formal action. 


At the Grieve Unit, central Natrona 
County, Forest Oil Corp. has aban- 
doned No. 3 Unit, two and one- 
half miles southwest of the discovery 
at No. 1 Unit, which was completed 
for a flow in excess of 1000 barrels 
per day from an unidentified lower 
Cretaceous sand late this summer. A 
confirmation also flowed at this rate 
and Forest is drilling the second con- 
firmation. The Grieve discovery, be- 
cause of its initial production and the 
establishment of production in an area 
where previous drilling had not given 
any great encouragement still stands 
as the premier discovery of 1954 in 
Wyoming. It has prompted new inter- 
est in central Natrona County. 


Although scheduled to shallower 
depths than the Grieve test, the latest 
location in central Natrona County is 
the Chicago Corp.—Republic Natural 
Gas No. 1 Govt. Meer, Willow Creek, 
which will test the Frontier. The test 
is five miles northwest of this shallow 
production discovered early this fall 
by True and Brown—R. H. Fulton 
at Bates Creek and half way between 
the discovery at Far West Oil Co.’s 
No. 1 Govt., South Poison Spider, re- 
cent abandoned at total depth 3251 ft. 


The South Ash Creek area of Sheri- 
dan County in the northwest portion 
of the Powder River Basin has a new 
deep test with Shell Oil Co. drilling 
No. 1 Buszkiewic as a 10,400 Ordo- 
vician test. This is a resumption of 
deep drilling in this area. Shell drilled 
an Ordovician failure here in 1951. 
Subsequently they farmed out acreage 
on which J. Ray McDermott estab- 
lished production at Ash Creek in the 
shallower Ash Creek sand. Shell itself 
completed an Ash Creek sand discov- 








ery this fall at South Ash Creek. 





Nebraska 


Empire Drilling—O’Donnell and 
Edmondson’s No. 1 Snyder, Banner 
County, is shut in for storage follow- 
ing a flow of 60 barrels hour. Both 
the D and the J sands were produc- 
tive. The J sand was extremely porous 
and permeable. Wells to the west of 
this test, which is one-quarter mile east 
of the Harrisburg field, produce in 
the D sand but the J sand has been 
poorly developed. 

First of a proposed 20-well wildcat 
series throughout the Denver Jules- 
burg basin have been scheduled in 
western Nebraska by Ryan Oil Co. 
The three tests are in Cheyenne Coun- 
ty where No. 1 Moore is drilling, No. 
1 Nelson is spudding and No. 1 Gra- 
ham is a location. 





Colorado 


In a fault play along the mountain 
front fifteen miles southwest of Den- 
ver, S. D. Johnson, T. J. McLarty and 
others have recovered 6500 feet of 
high gravity oil at No. 1 Pallaora. 
The tested zone was the interval 8958- 
9003 feet in a stray section of the 
Benton. The recovery was from lime- 
stone which has not shown the char- 
acteristics of the Greenhorn limestone 
prevalent through the Denver Jules- 
burg Basin. The operators are con- 
tinuing to drill with the Dakota the an- 
nounced objective. 


Continental Oil Co. is continuing its 
exploration on the historic Maxwell 
grant in the Raton Basin. Latest test 
announced for this block is No. 1 
Colorado Fuel and Iron, a 6500 foot 
Fountain (Pennsylvanian). It is 20 
miles southwest of Trinidad. 


The productive trend of the Denver 
Julesburg basin has now extended 
southwestward into Elbert County 
where Sinclair Oil and Gas Co. are 
completing No. 1 Bradbury, the first 
oil discovery in the county. Pipe has 
been run after recovery of 920 feet of 
oil in the J sand. The test is 30 miles 
southwest of production at Little 


Beaver-Badger Creek but along the 
general southwestward trend which 
exploration has taken in the basin dur- 
ing the past two years. The tested in- 
terval was 7167-7202 feet. 
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Lufkin Adds New Small 
Pumping Unit to Line 

To meet the need for a small, 
lower cost pumping unit for shallow 
wells or small volume, a new unit 
has been added to the well-known 
Lufkin line of Herringbone-Geared 
Oilfield Pumping Units. This new 
unit, designated by Lufkin as its 
B-10D-20-4, weighs, 1,400 lbs., less 
the beam weights; and is rated at 
10,000 Ibs. ins. peak torque, accord- 
ing to Lufkin’s V. J. Fawcett. 

In line with the Lufkin policy of 
providing ample safety factor, the 
walking beam API rating of 4,900 
Ibs. far exceeds the peak polished 
rod load rating of 4,000 Ibs. Maxi- 
mum stroke is 20 inches. The coun- 
ter-balance ratio is 1.85 to 1 which, 
with a maximum number of eighteen 
90-lb. beam weights, gives a maxi- 
mum effective counterbalance of 
3,000 Ibs. An outrigger and long 
rails can be supplied for gas engine 
drive. 

Prompt factory delivery is avail- 
able and very soon Lufkin’s Pacific 
Coast Division will add the B-10D- 
20-4 Unit to its already large Los 
Angeles stock of pumping units. 


ij 


New Web Wilson Tong 
For “Drill Tubing” 


To meet the increasing demand 
for a safe, efficient tong for handling 
“drill tubing” in slim hole programs, 
Web Wilson Oil Tools, Inc. has de- 
veloped the Type “BDF” DRILL 


TUBING Tong, which, it is claimed, 
does not crimp, deform, or 
drill tubing. 


“bottle- 
neck” 





Although designed specifically for 
Drill Tubing, this new tong also op- 
erates perfectly on regular tubing 
and small diameter casing. Each of 
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the four (4) die slots contains two 
(2) Web Wilson 5-3/4” Tong Dies, 
making a total of eight (8) dies, 
with 46 inches of pipe-contacting 


surface by the dies. This large area 
of die contact, combined with other 
Web Wilson features of correct 
tong design, insures a quick, uni- 
form grip which avoids “crimping” 
even when used on thin-wall, light- 
weight tubing. 

Actual tests have been made with 
up to 20,000 foot-pounds of torque 
on 4%” Drill Tubing, with no de- 
formation or crimping of the tubing. 

The Type BDF Tong is available 
to fit tubing, casing, and coupling 
diameters from 2-3/8” O.D. through 
8-5/8” O.D. Size changes are easily 
made by changing only one Tong 
Lug Jaw. 

Complete information and prices 
are available from Web Wilson Oil 
Tools, Inc., Box 72096, Los Angeles 
2, California. 


Guiberson Expands 
Rubber Plant 


The Guiberson Corporation, Dallas, 
Texas, has announced completion and 
occupancy of a new rubber plant addi- 
tion which more than doubles the for- 
mer working area. The original build- 
ing was remodeled and integrated with 
the new addition to form a unitized 
plant, completely modern in every re- 
spect. An air conditioned laboratory 
allows extremely accurate checking of 
physical properties in the numerous 
natural rubber and synthetic rubber 
compounds developed by Guiberson 
for oil field use. The fully equipped 
laboratory facilitates a program of 
constant research and development, 
coupled with rigid quality control of 
regular production, carried on by Gut- 
berson chemists who are specialists in 
compounding oil field rubber products. 

For many years Guiberson has com- 
pounded and molded all rubber ele- 
ments used in Guiberson products and 
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recently: offered other manufacturers 
the benefit of their experience and 
facilities on a custom basis. Wide 
spread acceptance of this service plus 
steadily increasing demand for Gui- 
berson products made the expansion 
mandatory according to Harry S. 
Zane, Jr., Sales Manager of the Dallas 
Corporation. Complete custom service 
from mold design to finished product 
is now possible. Precision production 
of molds, various metal and fabric 
reinforcing elements pecu!:ar to the 
oil business is offered by the Guiberson 
oil field equipment Engineering de- 
partment, tool room and machine shop. 

Mr. Alex P. Smith, General Man- 
ager, stated that Guiberson would con- 
tinue to expand facilities where ever 
necessary to assure the established Gui- 
berson policy of oil field equipment 
quality production and quick delivery 
to the trade. 


Prefabricated Buildings 
Feature “Air Tight” 


Construction 
Designcraft Buildings, Inc., Los 
Angeles, California, recently intro- 


duced a new, prefabricated building, 
ideal for any industrial or agricultural 
use. Made of 20 or 18 gauge cold- 
rolled steel, Designcraft Buildings are 
“air tight” and adaptable for use in 
any weather. Insulated Designcraft 
Buildings, because there’s no through 
conductance from exterior to interior 
wall surface, have a “U” factor of 
less than 0.10. Standard width De- 
signcraft Buildings of 40, 50, 60, and 
80 feet of varying eave height are 
furnished in increments of 20 feet in 
length. Insulation can be provided at 
time of erection or at a later date, if 
desired. 





Designcraft Buildings have been ap- 
proved for use by the Atomic Energy 
Commission, Army, Navy, and Air 
Force. The interior surface presents 
a smooth even surface of steel, with 
the pleasing appearance of “tongue 
and groove” paneling, yet it is tough 
and] rugged to take the roughest treat- 
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Bont W 
Scratchers 
remove mud 
cake, and here 
is how to 
prove it 

Run B and W 


* Scratchers on your 
casing. ‘ 


LATCH-ON 
CENTRALIZER 


Move the casing 
“after it reaches 
bottom. 


3 Circulate until re- 
“turns from bottom 
reach the shaker 

we soreen. 


Bor? W 


Nu-Coil Scratcher 


): eopetomm sf 
MULTI-FLEX 
SCRATCHER 





BarctWw 


Rotating Scratcher 


THERE IT IS! .. 


You will see all the 
evidence you need to 
convince you that B 
and W Scratchers and 


Centralizers have condi- 
tioned the hole . . 


fol 4GOOD 
CEMENT JOB 


BW lune. 


Well Completion Specialists 


WEST COAST 
Box 3751—Terminal Annex 
Los Angeles 54, Calif. 
Phone PL-6-9101 


GULF COAST 
Box 5266 
Houston 12, Texas 
Phone WE-6603 
















ment. They provide the quick, eco- 
nomical answer for warehousing, load- 
ing docks, laboratories, manu facturing 
plants, grain storage, refrigeration 
buildings, arctic shelters, steam plants, 
te. 

Material for Designcraft Buildings 
is furnished either bonderized or prime 
coated ready for the finish coat of 
paint. Galvanized steel, stainless steel 
or 16 gauge B & S Aluminum also is 
available if desired. For detailed 
information regarding your specific 
building problems, write, Designcraft 
Buildings, Inc., 3304 West Temple 
St., Los Angeles 26, California. 


a) 





Stewart-Patterson Farmington 
Area Agents For 
S. R. Bowen Company 

James Wilcox, Vice-President of 
S. R. Bowen Company, announces 
the appointment of Stewart-Patter- 
son Specialty Company, Farming- 
ton, New Mexico, as area agents for 
S. R. Bowen Company. Beside a 
complete line of fishing tools, 
Stewart-Patterson carries a_ full 
stock of S. R. Bowen scaled type 
“T” rotary jars and safety joints in 
order to adequately care for the 
needs of fishing, testing and coring 
service companies. 


New S. R. Bowen Company 
Store at Glendive 

James Wilcox, Vice-President of 
S. R. Bowen Company, announces 
the establishment of a new store at 
Glendive, Montana, to better serve 
the Rocky Mountain area. This new 
store, with Roy Gillam as manager, 
maintains a full line-of S. R. Bowen 
fishing tools and specialties, and fea- 
tures 24-hour service. 





Pacoima Wildcat 
Drilling Steadily 

Near the intersection of Harding 
and Gladstone streets and no great dis- 
tance from Pacoima in San Fernando 
Valley, the Harry C. Long, Operator, 
Verda No. 1-35 exploratory hole on 
Section 35-3n-15w is being drilled on 
down below 1000 feet. Long pre- 
viously has been identified with oil 
Cevelopment at Raisin City. 





She: “Does your husband still find 
you entertaining ?” 
Her: “Not if I can help it!’ 
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UGH 


The children were discussing their 
camping trips. “What would you 
do if a bear came after you while 
you were out in the woods?” Jack 
asked Tommy. 

“I’d climb a tree,’ 
swered. 

“But bears climb trees too,” said 
Jack. 

“Not this tree,’ Tommy laughed, 
“it would be shaking too much.” 


> 


Tommy an- 


On a children’s quiz show a boy 
about 7 was before the microphone. 

“What is man’s best friend?” 
began the master of ceremonies. 
“The word begins with ‘d.’” 

“Dame,” the youngster replied 
confidently. 


“Mother, why do you always give 
Mary Lou the biggest piece of 
cake?” asked Johnny. 


“Because she’s larger than you 
are,’ came the answer. 
“And at this rate she'll always 


be,” he sniffed. 


A young lady pulled up to a serv- 
ice station, and said to the attend- 
ant, “I’d like some red oil.” 

“Red oil?” the man gasped. 

“Yes. You see,” she explained, “it 
seems to have all drained out of 
the tail light.” 


Louise’s mother always insisted 
that her little girl take a bath twice 
a day and also play out in the sun- 
shine at least three or four hours. 

“Don’t you realize,” her daugh- 
ter sobbed, “that I’m going to be 
washed out and faded before I’m 
20°” 


Somewhat overwhelmed by « eu- 
logistic introduction praising his 
charms, talents and ability as a »;eak- 
er, big business tycoon faced his «udi- 
ence: “Gentlemen,” he began, “! can 
hardly wait to hear what I’m go:ng to 
say.” 

“T’m sorry to phone you at the of 
fice,” said the wife, “but you have a 
special delivery letter, which just ar- 
rived marked ‘Private and Personal,’ 
“Okay,” replied her husband, “What 
did it say?” 


Margo, six, was always trying to 
get Johnny, eight, to play domestic 
games with her. But he refused or 
made fun of her. 

One day she suggested, “Let’s} 
play house.” 

“Ok,” he laughed, “I'll be the 
walls and get plastered.” 
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Oil Field Equipment 
Service! 


Exclusive West Coast Distributor for... 


Watson" POWER RIGS and WINCHES 


DISTRIBUTORS FOR 
GAS AND DIESEL ENGINES 
OIL FIELD TOOLS AND SUPPLIES 


SPECIALIZED SHOP WORK 
REMODELING AND REPAIR OF RIGS 


USED RIGS 


AND 


RENTALS 





POWER RIG & EQUIPMENT CO., INC. 


3001 Cherry Ave., Long Beach 7, Calif. 
Phones: Long Beach 407935 or ZEnith 3851 (Toll free) 
Bakersfield Office: 3910 Pierce Rd., Phone FAirview 59436 
Ventura Office: 1254 No. Ventura Ave., Phone Miller 39046 





THE PACKER TYPE 
BOWEN RELEASING CASING BOWL 
provides the economical, fast, safe way 


to repair defective casing. 


Packer Type Bowen Releasing Cas- 

ing Bowls are used with great effec- 

tiveness in wells with casing 

difficulties. The standard procedure 

is to make a cut with an Internal 

Cutter in the casing immediately be- 

low the damaged area and to pull the 

casing from the hole. The damaged 

portion of the casing string is then 

replaced with good casing. A Packer 

Type Bowen Releasing Casing Bowl 

is then installed on the bottom end 

and lowered over the casing in the 

hole. When upward pull is exerted, 

the tapers on the Cone contract the 

Slips into secure engagements with 

the casing and the Cone bears 

against and compresses the lead 

Packing into a leak-proof seal around 

the casing. 

DOES NOT REDUCE HOLE DIAMETER 

The bore of this tool is always either the same or 
larger than the inside diameter of the casing on which 
it is to run, so that there is no impairment of any 
inside-the-casing operations. 

Write for descriptive literature. 


V/s fe 


CALIFORNIA OIL WORLD 
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The three Schlumberger resistivity curves 
* are recorded simultaneously on one 
: i trip in the hole for a 
i minimum of rig time. The sphere of influence 
of each curve, as depicted above, : 
measures a distinct section of the formation. 
The curves are selected to give you 
a maximum of information. 





THE EYES OF THE OIL INDUSTRY 
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WHAT DO YOU SEE ON THE 

SCHLUMBERGER LOG? 

To geologists, engineers, oil 
executives and 
bankers alike, 

"A Schlumberger" is 
graphic unquestioned 
proof of production 

possibilities. 
No other electric 
log is “just like a 
Schlumberger”. . . because no 
other.electric log has the 
background of experience 
in design, operation and interpretation 
gained in more than 700,000 field 
operations. This standard log of the 
oil industry... the log that has actually 
become a synonym for the job it does... 
is available to you through more than 130 
Schlumberger field locations in the 


United States and Canada. Be sure on every survey! 


SCHLUMBERGER 


Well Surveying Corporation 








Gow name the hows! 


plant-to-job delivery OVERNIGHT 


Ce te god Cb time 


OIL WELL CEMENTING COMPANIES are especially benefitted by such 
a schedule of deliveries. Lack of needed cement, on time, could cause 
a loss of thousands of dollars and weeks of drilling time. Oil Well 
Cementers serving the industry have learned that PERMANENTE OIL 
WELL CEMENTS are available 24 hours a day—7 days a week—WHERE 
and WHEN they need it! 


PERMANENTE OIL WELL CEMENTS are dependable under all conditions. 
Thickening times and ultimate strengths are always specified—assured 
by the uniformity of chemical composition through strict laboratory con- 
trol—made possible by the facilities of the West's largest and most 
modern cement plant. 





PERMANENTE 


CEMENT COMPANY 


PERMANENTE, SANTA CLARA, YOSEMITE AND KAISER BRANDS OF PORTLAND CEMENT AND PERMANENTE LIME PRODUCTS 
OAKLAND ¢ PORTLAND e¢_ SEATTLE 
ANCHORAGE e¢ FAIRBANKS * HONOLULU 
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McCULLOUGH M-3 BULLET GUN 


and GLASS JET PERFORATORS Mi Callough 


Simultaneous firing (holes in the 


casing exactly as in the gun itself), TOOL COMPANY 
exact measurements, multiple zone LOS ANGELES * HOUSTON « EDMONTON Fx 







shooting, burrless bullets, and up to 50% nue an 6nienw see 
deeper penetration. Write for your 
copy of “HOW TO GET MORE OIL.” 






SERVICE ANYWHERE — ANYTIME 








FOR BEST RESULTS LOG AND PERFORATE BY Me CULLOUGH 











ECONOMICAL 


Conventional oil well derrick with a special 
MACCO-built base provides room for mov- 
ing in a combination drawworks and mast 
base after the derrick is completely erected. 
The drawworks and bases can be used else- 
where until needed. 


PRACTICAL 


No alterations are required either on the der- 
rick or the combination drawworks and mast 
base... conventional piping and attachments 
are used throughout the rig. 


FAST 


When the well being drilled nears completion 
another derrick can be erected at the next 
drilling site and be ready for the combination 
drawworks and mast base to be moved in and 
put to work in a hurry. 





for full details call NEVADA 6-1261 


RIG BUILDING DIVISION 


MACCO CORPORATION 


14409 $O. PARAMOUNT BLVD., PARAMOUNT, CALIF. 











